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National Electric Products Corporation 


€> 
L 
SUBSIDIARY OF PHELPS DODGE CORPORATION Pe 


Pittsburgh, Pa. 
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Sell 


Proved 


Protection 
wit i 
Proved Fuses 


Protection to lighting and power equip- 
ment is even more essential today. No one 
can afford the chance of a major repair. Thus 
there is a nearly-normal need for replacement 
f i f dditi | ° } a Jefferson Knife Blade Fuses are renewed speedily. ie 

uses as well as tor a iTronal equipmen z Only one cap to hold. Loosen studs a little and hook 8 
because of depleted stocks. in the link. 





Get your just share of this steady business 
by reminding all prospects of the need for 
protection—and more—of the need to insist 
on fuses with a record. Jefferson (Union) 
Renewable Fuses gained their place years 
ago .. . have held it ever since. They with- 
stand repeated blowouts because of exclusive 
methods of venting and of casing strength. 
Are renewed in a moment because they are 
simple and designed for speed. 


They save money and time, provide Proved 
Protection. Boost your volume with Jefferson 
Fuses. 


Jefferson Electric Company 


Bellwood (Suburb of Chicago) Illinois 





link. No loose washers to worry with. Links have 
rounded ends for speedy insertion. sh 


&) Jefferson Ferrule Type has only three parts and the ia 
% 
ca 





e RENEWABLE 
FUSES 
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@ Steeltubes and Steeltubes Fittings and 
bending tools were developed four years 
ago, after months of study and experi- 
ment. Code approval followed... for the 
use of Steeltubes in open and concealed 
work, and buried in concrete (except 


cinder fill). Early this year official 


approval was given for the use of Steel- 


tubes in U. S. Government work. More 
than 25,000,000 feet of Steeltubes have 
been installed. And Steeltubes is now 
carried in stock by more than 240 elec- 
trical wholesalers... more than carry any 


other single make of electrical conduit. 


USE STEELTUBES AND WATCH YOUR COSTS COME DOWN 
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IN A FIELD... 


For years the electrical industry was satisfied 
with old-styl2 heavy conduit. It had to be. For 
there was only one type of rigid conduit that 
could be bought. 


Old-style conduit was heavier than need be .. . 
more expensive than need be. The industry 
needed rigid conduit that was easier to handle 


. less expensive to buy and install. 


Steeltubes answered this demand. It was de- 
veloped expressly for the electrical industry. 
And it is the first rigid conduit that ever was 


developed for this special- 


ELECTRICALLY 


ized use. From the concep- 
tion of the original idea to 
its acceptance by the in- 
dustry, Steeltubes blazed 


a new trail. 





This modern conduit is 


“WELDED: 


electrical, not only in its use, but in its manu- 
facture. It is electrically welded into a practi- 
cally seamless tubing. Strength at the weld 
And it is 
the only Threadless Thinwall Conduit that has 


is as great as in any other part. 


this feature. 


Steeltubes saves money on conduit work . 


saves from 10% to 25%. Simplified fittings, 
- broad 


Government approval... 


still lower prices on tubing and fittings . . 
acceptance... make 
Steeltubes a better proposition than ever for 


contractors. 


Get the facts about Steeltubes . . . the Pioneer 


in the field. Find out for yourself the many 


advantages of this modern, rigid conduit. 


Electrical Division 
STEEL AND TUBES, 


Cleveland, Ohio 
(A Unit of Republic Steel Corp.) 


INC. 


DT EELTUBES 
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You Cant Hang 
Wiring Devices 
O/? Jrees ye 


ARROW 
CLOCK HANGER OUTLET 


No. 7707 — Provides mechanical support 








Youve Got te 1 Cet Them 
in BUILDINGS! 


— and the buildings aren't being built. So ARROW has 


built a line of devices which create new wiring jobs 


for clock and electrical connection with 
all wiring concealed. Clock hangs flat. 





“TYPE C’” SWITCH 


SURFACE 
No. 6301 — Especially built RADIO OUTLET 


to handle the terrific cur- 


No. 2178 — Pro- 
vides neat con- 
necting - point 


in present buildings. These devices attract the 


rent-surge with gas-filled 
lamps. Current-carrying 


consumer with new conveniences — and so 





parts 3 times heavier than for Aerial, 
DEP CN  aacoeyer leg attract Modernization Jobs to you. Each 
radio set. 


device is designed for a definite pur- 


FAN HANGER 


OUTLET pose, for which a demand exists. 








No. 7750 — Gives 
electrical con- 
nection with strong 
four-point suspen- 
sion for wall fans. 
Attractive Bake- 
lite outlet with 





For wiring speed: 
—the simplest, 
easiest - to - install 
Fan Hanger. Fits 
in standard, 4” 
square outlet box. 


SWITCH a WARN- 

ING LIGHT COM- 

BINATION: No. 
7759 — 


Jewel flashes a warn- 
ing of current left 
ON in cellars, attics 


Each combines Beauty and Utility 


in a way not obtainable else- 


Together they 















finding grooves. or closets. open a big, new market 
to take up the slack 
OUTDOOR FLUSH ‘ 
RECEPTACLE DUPLEX RADIO OUTLET in the building 
No. 2145— Neat, all-Bake- 
ween neces tite flush iene for & market. i ea 
plugging-in outdoor lighting Acral, Groen " and Ponee 
ott or mn cti 4 Aerial 





and Ground Cap with blades 
set at angle so it cannot be 
HEATER SWITCH PLUG sieened tn qatnen eniiea. 
No. 7762— No screws to 
lose or loosen. Sections 
held together by self-ad- 
justing spring clips. 





HEATER CORD SET 


No. 7788—with Bakelite screw- MULTICOUPLER UNIT 
less heater plug, finest 3000- 
cycle test cord and Bakelite No- 3063— For wired-in 





UNIT 
COMBINATIONS 


i i system of radio wave 
No. 5350— Switch SURFACE RANGE © distribution; one 
Receptacle and OUTLET — my > 
Warning Light; glows rality of radio 


No. 7910 — For quick, 
neat job in wiring for 
electric ranges in pre- 
sent buildings. 


sets. Connects 
with aerial, 
a and 


when current is ON. 
Chromium finish 
plates match hard - 
ware. 


ARROW ELECTRIC DIVISION 


THE ARROW-HART LEG’ "ELECTRIC CO. HARTFORD, CONN. 









































the survivors 

















TRACTING brought a new specialty to the atten- 

tion of our readers and received inquiries far 
greater than he had anticipated. With a large per- 
centage of the inquiries were letters or notes asking 
the manufacturer to rush the sample. 


RQ ssscee an advertiser in ELectricaL Con- 


These contractors were eager to go to work—to 
sell. 


These contractors are not going to drop their other 
business just to promote one manufacturer’s line. In 
the smaller places there probably wouldn’t be enough 
business in any one line to keep one man busy. In all 
probability these men would want to specialize in two 
or three lines. 




















N the United States there were at one time 30,000 
or more electrical contractors. For the past three 
years the number has been decreasing until today 

there are probably less than half that number who are 
active in the business. 


Those who remain are the ones who had the great- 
est financial and sales ability. The process of eco- 
nomic selection has resulted in the survival of the 
fittest. 


For the most part those who remain have been in 
the business for some years. They have an invest- 
ment in it. They can boast of hundreds of satisfied 
customers. 


These men want to stay in the business because it 
is not only all they have but all they know in a busi- 
ness way. 


Those men are an asset to any electrical manufac- 
turer because they will work—they have to work; 
because they will sell—they have to sell. 





Not all of the surviving contractors are A-No. 1 
salesmen. There are degrees of ability. ELECTRICAL 
CONTRACTING likes to think, however, that more 
than one smart manufacturer is going to find in this 
group the way out of his sales difficulties. 
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turers having something to sell, provided these 
manufacturers are equipped to cooperate with 
that type of outlet. 


| tr is a ready-made sales crew for manufac- 


It would be useless for a manufacturer to expect a 
large volume of sales except he give sufficient sales 
assistance. This does not mean that the manufacturer 
would have to do the selling for the contractor, but 
it does mean that the contractor would have to have 
the same kind of assistance that one of the manufac- 
turer’s own salesmen would have. 


No manufacturer would hire a salesman, give him 
a sample and some literature, send him out on the 
road and then sit back and wait for the orders to 
roll in. 




















forward to a quick revival of the building busi- 

ness. They are looking for something to pay 
this month’s rent and meat bill. They are looking for 
things to sell. 


F  iorward to contractors are no longer looking 


It appears to ELtectrricaL Contractinc that this 
is an auspicious moment for all concerned. Manu- 
facturers want sales outlets as never before and here 
there is waiting for them the cream of the electrical 
contracting industry—all ready to go. 
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CONTRACTING 





ime to re-wire 


Some electrical contractors may 
be sitting back and bemoaning 
conditions. 

Others more alert, have been 
keeping an eye on the slow parade 
of the years. They realize this: 
that the passing of each year has 
helped build up a great potential 
market for their service—a market 
that has been largely overlooked 
up to now. Meaning specifically 
—the almost unlimited moderniza- 
tion market. 

Architects and other members 
of the building industries are al- 
ready finding profitable business 
in this direction. 

Will the electrical contractors 
seize their share of today’s oppor- 


~ 
~ - 
~ 


New business in old 
buildings 
More than 8,000,000 homes 


were wired before 1920. A corres- 


tunity? 


pondingly large number of com- 
mercial buildings were wired over 
a decade ago. 

How many of these buildings 
can be said to be adequately wired? 
Here’s the very simple mathemat- 
ics. 8,000,000 homes wired before 
1920? How many million to be 
re-wired now? 

How many thousands of offices 
—how many thousands of apart- 
ment houses suffer from obsolete 
wiring installations? 


DISTRIBUTORS OF 60,000 ELECTRICAL 

















The answer is not far to seek. 
Ask the building manager whose 
office space or rooms have been 
turned down for lack of sufficient 
outlets or inadequate lighting. 
You'll find Aim a receptive pros- 
pect for a new wiring job—if ap- 
proached in terms of what that 
job will do to increase rentals. 


A challenge to 
contractors 


An increasingly large part of the 
American public is no longer satis- 
fied with the type of electrical ser- 
vice that was considered adequate 
in 1910 or 1920. This public is 
demanding electrical convenience. 

The re-wiring market is a gigan- 
tic market. But—like the mountain 
that wouldn’t come to Mahomet 
—this market won’t come to the 
contractor. He must go to it. 

But how will he get to this mar- 
ket? How will he 
a building needs re-wiring?... 
Thoughtful contractors have found 


know when 


a way. 
No fuse blows—they say—un- 
If a 


lamp is smashed because someone 


less there’s a reason for it. 


has kicked up a wire—surely there 


ITEMS THROUGH 77 










is clear indication of a need for 
more outlets. 


The alert contractor instructs 
his men to watch for such tell-tale 
indicators of inadequate wiring. 
Then, armed with the evidence on 
the spot, the contractor can go and 
sell the owner a better wiring job. 

If all the electricians employed 
by the 12,500 contractors in the 
United States would each of them 
make every day one suggestion for 
modernizing, a tremendous mar- 
ket would be developed quickly 
enough. 


In promoting the cause of ade- 
quate, up-to-date wiring, such con- 
tractors will not be alone...They 
can always look to Graybar as a 
willing supporter of their cause. 

Graybar’s support is expressed 
in two ways—by educational pub- 
licity—and by providing 77 con- 
venient sources for quality wire, 
conduit, and 60,000 other electri- 
cal items of every description. 


GraybaR 


GRAYBAR BUILDING aay NEW YORK, N. Y. 


DISTRIBUTING HOUSES 
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“Now here is a toad-stabber that will cut elephant hide 
like tenderloin, and here also is 2000 ft. of silk fish-line. Tie 
one end to a rock when you go in and pay it out till you get 
to the Minotaur. Then it will guide you back and I’ll be 
waiting and we'll get married and my old man will lay off 
of Athens.” 


WAY back in the = * 
days when cru- . In other words, Theseus was all right on the operating end, but it took 
elty was an art, 





. a a smart woman to help him keep track of where he was going and to bring 
the Island of Crete was him back in the clear. Which reminds me of a fact that I have learned from 
my own experience and from the statements of hundreds of fellow con- 
tractors—that a clever woman helper is an important factor in the success 
of our business. 

Whether it be the man’s wife, sister, niece, or just a girl who walked in 
three years ago looking for a job, she can do wonders. Take that girl in 
my office, for example. When I hired her, a year ago, she thought BX was 
something in algebra. Today she'll handle as many as 50 phone calls and 
keeps the customers happy. She does the same for the men and has them 
on their toes; knows where they are and grabs them for emergencies. She 

never lets me forget an appointment and 


ruled by a bird who, for 
downright meanness, 
was the daddy of them ‘ 
all. For instance, after 
defeating the Greeks he 
required the city of 
Athens to send him every 
year a certain number of 
young men and girls, 
whom he would send into 
his famous Labyrinth, there to be 





knows how to hold a prospect till I can hus- 
tle in to the office. But the best of all, she 
has every dime and every bit of stock down 
in black-on-white and she can 
hand me any filed record I call 
for in 60 seconds. 

I claim a smart, industrious 

“ office-girl is business-building in- 
Ay surance and one of the contrac- 
tor’s best investments. 


devoured by a fearful monster, 
half bull and half man, called the ‘ 
Minotaur. 

Now, Theseus, son of the 
Athenian king, was the greatest 
rough-and-tumble fighter of the 
time, and he got sore over this 
yearly sacrifice. So he went to ‘ 
the old man and served notice that he 
was going to be among the next batch of 
victims. “Why should this Cretan gorilla 
keep cutting down our census every 
year?” he says, “I will go in this here 
now Labyrinth and take this Minotaur 
like Pershing took the Rhine, and, with 
no animal to feed us to, Crete will take 
the tribute in Liberty Bonds instead.” Of course, the 
old man tore his hair, but Theseus had been spoiled by 
his mother, so he got his way. 

As luck would have it, when the sacrifices arrived at 
Crete, Ariadne, daughter of the king, was at the dock 
and got a glimpse of Theseus. Right away she slipped 
around to the hoose-gow and told him plenty. “I’ve 
been reading your mind, Big Boy,” she says, “You are 
all set to knock off the Minotaur, and I’m for you. I 
know you can do the job according to the Code, but you 
don’t know how you are coming out; nobody has solved 
those passages yet.” 


sor" 












OUTDOOR 


than 25,000 high school and 

industrial leagues that are 

prospective customers for 
lighting equipment. 120-150 kilowatts 
will be satisfactory. Large open type 
reflectors are suggested. 


1 Baseball. There are more 


coming extremely popular. 

Thousands of fields exist to- 

day. Ten to fifteen large open 
type reflectors or floodlights, mounted 
on six 30-ft. poles will give ample illu- 
mination with a 10-15 k.w. load. 


9 Soft Ball. This sport is be- 


Swimming Pools. Resorts, 

3 municipal and large estates. 

Underwater lighting at present 

very popular. Use either dry 

or wet niche method. Overhead light- 

ing also satisfactory. Ten—20 kilo- 

watts for underwater. Eight—10 kilo- 
watts for overhead. 


types predominate. Five 1000- 

watt or 1500-watt lamps on 

each side of the court, in oxi- 
dized aluminum or matte finish wide 
angle reflectors, equally spaced on 
messenger cable, mounted 30 ft. high 
will give sufficient light. 


4 Tennis—Recreational. These 


Tennis—Championship. Many 

5 such fields scattered through- 

. out the country. High inten- 

sity illumination, properly di- 

rected, essential. Fifteen kilowatts per 

court required. Use oxidized alumi- 

num or mat reflectors. Five on each 
side of court. 


ular in certain sections of the 

country. Sizes vary from two 

to six court greens. Lighted 
from sides. Angle reflectors equipped 
with 500-watt lamps satisfactory. 


6 Bowling-on-the-Green. Pop- 


Horseshoe. Universally pop- 

] ular. Outstanding opportunity 
. for sale of lighting equipment. 
For the small group of pits 

use angle reflectors at each side of 
group. For the larger group one re- 
flector at each corner of the enclosure 
will be satisfactory. Reflectors should 
be equipped with 500-1000 watt lamps. 


typical family sport. Use of 

one 500-watt lamp, in an angle 

reflector located in eaves of 
house. Where court is not adjacent to 
house a pole location is necessary. 


Q Croquet and Roque. It is a 


Archery. Lighting problem 
9 simple. One 250-watt narrow 
. angle projector, located be- 
hind each archer and directed 

toward target, will suffice. 


Handball. A workout for the 
7 O business man. Five angle re- 
flectors for the front wall— 





four RLM’s for the back and both 
types supported from conduit. Two- 
hundred watt lamps in each unit. 


Shuffle-board. This sport may 
11 be played on level concrete 

driveways, leading to the ga- 

rage. Suggest this sport when 
you are working on a huuse wiring 
contract. 


Race Tracks. Small county 
19 fair tracks offer an opportu- 

nitv for lighting contracts. 

One-thousand watt ellipti- 
cal angle reflectors, 50 ft. apart 
around outside of track and mounted 
30 ft. high will do a creditable job. For 
the racing association tracks, 1500-watt 
lamps in RLM Dome reflectors, locat- 
ed 30 ft. high on 16 ft. mast arms and 
spaced 50 ft. apart along the inside of 
the track are necessary. For the home 
stretch, use same units on both sides 
of track. 


hunters practice on the pig- 

eons before trying their luck 

on the game birds. Look up 
the gun club in your territory. Eight 
1000-watt medium angle floodlight pro- 
jectors, behind handicap stands, per- 
mit high scores. 


1 3 Trap Shooting. Hundreds of 


Skeet Ranges. A relatively 
14 new sport which reproduces 

field conditions. Excellent op- 

portunity for lighting. Two 
banks of five 1000-watt medium angle 
floodlighting projectors required. 


Miniature Golf. Suggest to 
7 5 owners that their courses may 

be converted into paying rec- 

reational centers with bowl- 
ing, shuffile-board, archery and horse- 
shoes, taking the place of the one-time 
popular miniature golf. Check over the 
electrical installation and get it in first- 
class shape. 


Bathing Beaches—Large. 
1 6 Every watering place a pros- 

pect. Night bathing popular. 

Stress safety feature. Medi- 
um and narrow angle projectors, and 
1000-watt lamps, located in banks not 
more than 400 ft. apart. Intensity rec- 
ommended, % to 1 foot candle. 


Bathing Beaches — Small. 
1 ] Small community beaches are 

good prospects for low in- 

tensity lighting of the order 
of 1/10 foot-candle. Floodlighting or 
large open type projectors are satis- 
factory. 


dren off the streets. There is 

your biggest sales argument. 

School, community, and mu- 
nicipal playgrounds are active pros- 
pects. Use floodlighting projectors or 
large open type reflectors and locate 
on adjacent buildings or poles. Pro- 
vide 2—5 foot-candles, depending on 
the activities. 


1 Q Playgrounds. Keep the chil- 





Gardens. Everyone is proud 
1 9 of their garden. Why should 

its beauty be hidden by the 

veil of night? Your sales ap- 
proach is two-fold—aesthetic and pro- 
tective. 


Pedestal Bird Baths. Place a 
9°20 circle of 10-watt lamps, con- 

cealed behind a shield, under 

the basin of the bird bath. 
This will reveal the beauties of the 
flower bed which is frequently built 
around the foot of the basin. 


Shrubbery. Pick out an at- 

01 tractive piece of shrubbery 

* and spot it with light. Its 

night-time beauty will many 

times excel its daytime appearance. 

Make a few simple demonstrations to 

show the customer the beautiful effects 
that may be secured. 


Arbors. They, too, are beauty 
09 spots and should receive spe- 
cial attention. 


be simply and economically 

lighted by the use of clear or 

colored bare lamps, concealed 
and all joints waterproofed with non- 
hardening aquarium cement. 


9 3 Small Fountains. These may 


the really beautiful spots in 

the garden and one most fre- 

quently lighted. Simply light- 
ed by placing bare lamps of different 
colors under the lily pads. Make sim- 
ple demonstration by the use of bare 
lamp on end of stick and move around 
to various locations. Lamps must be 
under water before lighted, otherwise 
they will break. Frequently lighted 
from overhead by means of small pro- 
jectors located in adjacent trees. 


94 Lily and Fish Ponds. One of 


with light. The recent kid- 

napping scare should make it 

easy to sell this type of light- 
ing. Locate units at or near house. 
Direct light away from, not toward 
house. 


95 Protective. Protect the home 


vendor is a prospect. Our 

highways are often as crowd- 

ed in the evening as during 
the daytime and if these roadstands 
are to attract the attention, they must 
be lighted. 


96 Road Stands. Every roadside 


Fruit, Vegetable, Flower, 
97 Shrubbery, Pottery, Antiques, 

etc. The attention-compelling 

characteristics of light is a 
forceful sales argument in your ap- 
proach to this particular group. They 
must be seen for some distance by the 
motorist, otherwise he will not stop. 
Suggest ‘lighted sign. Also floodlight- 
ing projectors or angle reflectors to 
light the area surrounding stand. In- 
terior of stand should also be lighted. 
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Number of units depends on size of 
stand. 


ally lighted, but generally in- 

sufficient light is provided to 

attract the attention of the 
motorist. Suggest lighted sign. Sur- 
rounding area should also be lighted 
to permit curb or lot service. 


9 Q Refreshment. These are usu- 


Check up on the wiring and 

lighting equipment. During 

the winter months consider- 
able deterioration has resulted. Per- 
haps new wiring and conduits are 
needed; also in many cases new re- 
flecting equipment. Suggest rewiring 
with new explosion-proof fittings. 


9 9 Gasoline Filling Stations. 


son is fast approaching—an- 

other opportunity for the elec- 

trical contractor. 
local fair committee at once. 


30 County Fairs. The fair sea- 


See your 


Must be adequately lighted in 

order to minimize congestion 

at these points. Recommend 
large open type reflectors or flood- 
lighting projectors. Avoid glare in 
eyes of traffic. 


3 1 Approaches and Entrances. 


Parking Lots. Plenty of light 
39 is needed to facilitate parking 

and to make possible easy lo- 

cation of car when owner is 
ready to leave. Use floodlights or 
large open type reflectors and mount 
40 ft. high. 


crowd. The well lighted con- 

cession will attract people 

just as surely as does the well 
lighted display window. 


3 3 Concessions. Light draws the 


are not lighted. Why not? 

The youngsters can’t leave 

the fair until their parents 
do, and the pony track is always one 
of the main attractions. 


34 Pony Tracks. Generally these 


mer is the season for these 

particular social gatherings. 

Learn from your churches or 
community groups the dates and don’t 
fail to capitalize on this opportunity. 
It requires little or no selling effort as 
they are generally held at night and 
consequently light is required. 


Lawn Fetes and Bazaar. Sum- 
35 


Outdoor Dancing—Piers, Etc. 
36 Many are already lighted. 

Check wiring and lighting 

equipment and see that it is 
in good shape for the coming season. 
Note particularly corroded reflectors 
and dirty lamps. 
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Amusement Parks. Check wir- 
ing, conduit, corroded re- 
flectors, dirty or burned-out 
lamps. Note particularly 
entrance is well lighted. 


Floodlighting Real Estate 
Developments. Floodlighting 
aids sale of houses and draws 
prospective customers. Make 


demonstration to real estate agents. 


39. 


Scenic Falls, Etc. Summer 
time is tourist time. If there 
are any scenic spots in your 





MARKETS FOR 


community — glens, falls, caves, etc., 
perhaps they can be floodlighted and 
made sources of revenue for the city. 
A small fee, just enough to justify the 
installation, might be charged those 
who wish to view these miracles in 
light. 


Monuments. Through the 

medium of floodlighting, these 

spots that are epochal in our 
history, are revealed to all who pass 
during the darkened hours and who 
may not be aware of the historical 
significance of the location. 


4 0 Historical Spots Marked by 


areas and municipal sections 
frequently have stationary 
trafic officers stationed at 
congested intersections during rush 
periods. These locations are danger- 
ous. The officer should be lighted by 
means of a _ floodlighting projector 
located on a pole or adjoining building. 


41 Traffic Officers. Outlining 


Dredging. River dredging is 
49 being done continually. Equip- 

ment expensive. Nighttime 

operation reduces overhead 
expense. Use floodlighting projectors 
on cab. 


depressing times there is a lot 

of night construction work 

being done. See your local 
contractor and show him how a few 
large projectors equipped with 1000- 
watt lamps will reduce accidents and 
decrease his cost of operation through 
greater efficiency. 


43 Construction. Even in these 


neers consider the lighting of 

these essential for safety. 

Stress this feature; also that 
of the advertising value obtained from 
such lighting. Suggest landscaping 
around the substation as a means of 
making it a beauty spot. Use one of 
the standard methods of lighting. 


4 4 Outdoor Sub-Stations. Engi- 


Factory Yards. Night light- 
45 ing necessary. Stress safety, 

protection and ease of locat- 

ing materials. Floodlight from 
roofs of adjacent buildings. 


Prison Walls. Jail breaks are 
46 more frequent in summer 

than in winter. Floodlighting 

aids the guards in detecting 
and frustrating these attempts. It also 
discourages them. 


chasers usually have no time 

to examine cars in daytime. 

Lots should be well lighted to 
facilitate demonstrations. Either flood- 
lights or industrial type reflectors will 
be suitable for this type of lighting. 


47 Second-hand Cdr Lots. Pur- 
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Methods used by Birmingham con- 
tractors to overcome difficulties show 
what ingenuity can accomplish. 


In Birmingham an ordinance pro- 
hibits lights being thrown on a build- 
ing from across the street, as this is 
claimed to constitute a traffic hazard. 
In this installation, a dairy products 
store wired by the Hale & Hoene 
Electric Co., the lights were mounted 
on the end of the store sign which not 
only illuminated the building front but 
added attention value to the sign. 








In lighting this lunch stand a pole 
could not be erected to the left as 
that space was used as a loading 
platform and driveway. This difficulty 
was overcome by the Rogers Electric 
Co. through erecting a pole at the 
side of the building and extending an 
arm outward from the top of the pole 
until the proper distance from the 
light to the building was reached. 


To maintain the dignity of a funeral 
home it was necessary to conceal the 
source of light, allowing the home to 
stand out in white relief against the 
night. The Rogers Electric Co. ac- 
complished this by setting the light 
units behind the shrubbery. 
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SELLS SUN LAMPS: The Knight Electric Company, Bir- 
mingham, are now engaged in a sun lamp campaign. In- 
stallations are made for hospitals, pet shops and poultry 
farms. Photo shows one installation in a store window at 
Tarrant City, Alabama. It is the method of the firm to sell 
key installations at first. In addition to a sale there will be 
a continuous demonstration that will lead to interest and 
further sales. The lamps are used about two hours per day 
and hung at a height of three feet from the chicks. Over 
exposure is avoided because of the fact that the chicks are 
constantly moving about, in and out of direct line of the 
lamp. 


SURVEY BRINGS "INTER-COM" PHONE BUSINESS 
By Jack Tennent 
Tennent Electric Co. 
Yakima, Wash. 


Recently I made a survey among the warehouses and 
fruit packing plants in this city to ascertain what kind of 
call systems they were employing. I found only one up-to- 
date intercommunicating telephone system. For the most 
part, they used bell systems, one antiquated speaking tube, 
and in some places simply loud yells. To help get in some 
more business, I decided to try to sell modern intercom- 
municating equipment. But I did not attempt to do this by 
going directly to the management. Instead, I started in at 
the bottom in each case, going to the engineer or floor 
superintendent and demonstrating the equipment to him, 
showing the many steps it would save them and the time 
saved, over having to go the whole length of long rooms 
and buildings to answer 
bell calls. 


Having interested the 
engineer or floor man, 
the next step was to 
reach the general super- 
intendent through him, 
and finally the man in 
the main office who 
could make the pur- 
chase. 

There is nothing like 
actual demonstration. 
Any of the men seen 
will know what an in- 
tercommunicating tele- 
phone system is, but to 
set up a couple of in- 
struments at a consid- 
erable distance apart 
and have them actual- 
ly use the apparatus 
arouses a desire to buy 
and impresses them 





Sells Everybody in the Plant 
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with the arguments I make as to time saving. 

A demonstrating outfit was rigged up, contained in a case 
no larger than a good-sized suit case It contains two phones 
and the necessary batteries and wiring equipment so that 
I can hook up a circuit in a few minutes time. For the 
idea, I can say that it works, for I have sold more than one 
installation and have others in prospect. 


DEVELOPS INDUSTRIAL 
BUSINESS 


A. C. Sterns, of the Sterns 
Electric Company, Buffalo, has 
made the most of present busi- 
ness conditions through an ag- 
gressive sales campaign on 
yearly contracts for motor 
maintenance. 

600 letters were sent to past, 
present, and prospective cus- 
tomers offering to do all their 
electrical work at the lowest 
possible prices consistent with 
quality. In addition he offers 
a special rebate on a sliding 
scale depending or. the volume 
of business done; this as an inducement for agreeing to 
have all motor repair work done by the Sterns company. 

Personal contact is made by the firm’s four salesmen. 
At the time of writing the entire list had not been contacted, 
but over 50 contracts with industrial firms had been signed. 

Mr. Sterns believes that business conditions are improving 
and that a year contract signed now will mean considerably 
more volume than is indicated by current jobs being done. 

In addition the outside men continue to call on customers 
and particularly those from whom no business has been 
received for a certain length of time. 





A. C. Sterns 
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designing services for 


continuous 
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_ pete A " A trend of modern lighting design is to 

furnish as nearly as possible an infallible 
current supply. This trend is noticeable to 
a degree in commercial as well as special 
installations. The Jersey City Medical 
Center installation made by Hoffman and 
Elias, Inc., Jersey City, N. J., is an excellent 
example of how a continuous automatic 
lighting supply may be obtained. 





Two independently generated 4150 volt services are 
brought into this centrally located main switchboard. 
From here both of these high voltage services are dis- 
tributed to each building in the group. 





Part of a typical transformer vault such as installed in 
each building. Each vault contains two sets of trans- 
formers, one for each service. The normal load on each 
bank of transformers is less than half of its capacity 
thus permitting either set to carry the full load in case 
of a supply breakdown. 


The high voltage board in each building is in- 
stalled in the transformer vault. Both services and 
sets of transformers are normally kept in operation 
insuring that either service system is always in con- 
dition to handle the full load in case of a supply 
interruption. 
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Continuous service requires the best in service 
and distribution wiring. In the transformer vaults 
the 4!50 v. primary feeders and the 115-199 v. 


A master control indi- 
cator board is located in 
the pump room where the 
attendants are located. 
The opening of any break- 
er in the system is in- 
dicated on this board. 
Aside from the lamp indi- 
cation a gong rings for 
the opening of a breaker 
on the high tension board, 
the high tension breakers 
This board is operated by 


The low tension power 
is carried directly to the 
switchboard by bus bars. 
These are carried through 
steel cabinets in the wall 
which have slotted tran- 
site faces. 


secondary buses are suspended overhead from the 


ceiling on rigid pipe supports. 


The low tension boards carry two 
service transfer motor driven carbon 
breakers, one for each service. If one 
service is interrupted its breaker opens, 
closing the upper contacts. Thus in 
7/10 of a second the load of one serv- 
ice is transferred to the other service. 
Either service has ample capacity to 
carry the full load. 
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The automatic throw over panel, 
trickle charger and motor generator 
set. The throw over panel automati- 
cally connects the battery system up- 
on failure of both of the services. The 
trickle charger keeps the batteries 
fully charged and the motor genera- 
tor set is employed to charge the 
batteries after they have been in use. 





in each vault, or the transfer switches. 


auxiliary switches on the breakers. 











lf both services should be _inter- 
rupted, a bank of batteries in each 
hospital automatically supply the oper- 
ating rooms, x-ray rooms, exit lights, 
etc. 
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ARRY Sharpe of 

Los Angeles, 
Calif., otherwise 
known as the Olympic 
Service, has a nice, 
clean-cut specialty in 
which there is little 
competition. He has 
been in business for 
himself about a year, 
serving banks, stock 
brokers and investment 
houses. Before that he 
had worked at the same 
class of business for 
another contractor. 
Even during this first 
year, 1931, when the 
stock market “business” was at a low ebb, he made 
money and gave steady jobs to 3 wiremen and much 
occasional work to several others. 

Specialized technical knowledge is required, because 
the contractor who services these institutions is brought 
into contact with Western Union systems, teletype ma- 
chines, stock tickers, intricate annunciator systems, 
stockboard and other special lighting systems, broad- 
casting and loud-speaker systems, etc. Not only must 
he and his men have specialized knowledge, but almost 
everything that is done must be done in a rush, and 
minutes count. Or else, if it is extensive changes or 
remodeling it may have to be done at 
night, or over Sundays or holidays, and 
must without fail be ready when the 
market opens. 

Here is an example of the costliness 
of errors, errors which will invariably 
cost the servicing contractor his job. 

Two teletype machines were changed 
over night by a contractor who made a 
mistake and connected them to a.c. in- 
stead of dc. Error was found next 
morning but could not be remedied be- 
fore the broker was obliged to send 
$160 worth of telegrams on matters that 
could have been handled by the ma- 
chines. The total cost of the wiring job 
was about $70. 

Sharpe works his business from “desk 
room” in an electrical store. In addition 
he has a warehouse of not over 600 
sq. ft. His stock does not run over 
$500 — very carefully selected as to 
things that he must have in an emer- 
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Harry Sharpe of Los Angeles 
who specializes in the servicing 
of financial institutions. 
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gency over Sunday, or at night when the jobbers’ siocks 
are not available. ‘That is all his overhead? Not quite. 
There is Mrs. Sharpe at home, who watches the telephone 
there, and maintains the card system wherein is listed 
up all the customers’ equipment and to which Mr. Sharpe 
or one of his men may need to refer to on occasion, 
though mostly they are so familiar with all the customers’ 
layouts that they have it in their heads. 

in these sub-normal times, Sharpe has about 12 reg- 
ular customers who call on him for all service, and a 
considerable number of others who are intermittent users 
of his service. He makes no monthly fixed charge. 
Everything is on a time and material basis, but they are 
not sticklers and all bills are paid promptly. He says 
that in the last year he has not lost over $23 on bad 
accounts among this class—due to some failure in 
business. 

Sharpe is always in his office or else at one of the 
customers a few blocks away. The people where he has 
his desk are old friends and watch his phone calls closely 
and intelligently so that a customer can get in touch 
with him almost as soon as a number can be called. In 
addition there is his home telephone which is given to 
all customers together with the telephones of one fore- 
man and one mechanic. Some one or another can be 
reached at all times day or night, Sundays or holidays, 
and moreover, the foreman or mechanic are so well 
versed in the business that they can go ahead with any 
emergency job if for any reason Sharpe cannot be 
reached. All that he requires of them is that they make 
out regular requisitions for all 
stock taken. 

No trucks are _ required. 
What materials the men can- 
not take in their cars are trans- 
ported by hired truck if from 
stock, or by the jobber if from 
jobber stock. 

Much might be written 
about the interesting features 
of this specialty, but the above 
gives a fair insight into how 
it is operated. One motto they 
all follow. Once started, a job 
must be finished. A thing can 
never be left undone to be 
taken :p at some future time. 


This is the "Trans-Lux," the machine, which, mounted behind the stock 
broker's board, makes the cute little stock price figures travel across the top 
in reflected light and shadow. It gave more thrills in 1929 and more chills 
in 1931 than any other known machine. The contractor must know how to 
install and service this equipment, though he is not to blame for the market. 
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new 





contracting system of 





industrial maintenance 





AS SEEN BY GILBERT LINDGREN, FOR YEARS AN 


INDUSTRIAL ELECTRICAL ENGINEER 





THE OLD SYSTEM 


Under this system we find a factory electrician in 
some out-of-the-way place, at a poorly equipped work- 
bench, chatting away with some other employee, who 
finds it a good place to spend his time. 


As long as everything runs, the electrician has little 
or no demand on his time. If something does need 
his attention, it usually waits, and he gets in a few 
hours overtime for the necessary repairs. 


This shop is a haven for the many “government'’ 
jobs brought in by employees; toasters, heaters, irons 
and what-not. Some want about 50 ft. of wire for 
their radio, others want a couple of plug fuses, etc. Is 
it any wonder that maintenance costs are high? 


Spare parts and other supplies are kept in the same 
bins with other stock, resulting in stolen and damaged 
parts. Supplies are purchased by some one unfamiliar 
with the many angles of the electrical trade and with 
market prices. 


If the plant is small, it cannot afford the services 
of an engineer or trained man to supervise the work, 
with the result that new work is often unsuited to a 
particular job, or is improperly installed. 





1 REDUCED OVERHEAD 

+ As every plant manager knows, breakdowns and delays do not 
come one at a time, but usually several at the wrong time. 

To keep production at its highest point it is necessary to have on 

hand the maximum number of men to handle these breakdowns. 

When things are “going good" this surplus labor becomes a heavy 

overhead. 


9 REDUCED INVENTORY 
+ Large store stocks are a financial burden. Large sums are 

invested in spare parts and equipment, which stocks, records 
show, often lay idle in stock bins for months and even years. When 
changes are made in plant operations, these parts often become 
obsolete and must be scrapped. 


3 LOWER MAINTENANCE COST 


Maintenance cost will be less under contract due to a peri- 
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ADVANTAGES TO CUSTOMER 


THE NEW SYSTEM 


A contract for maintenance service at regular inter- 
vals has been signed with a specializing industrial elec- 
trical contractor. A highly-trained electrical mainte- 
nance man from the electrical contractor's shop re- 
ports the time of his arrival to the plant office. He 
makes a careful inspection of all equipment, whether 
idle or in operation, checking motor bearings, starters, 
switches and load conditions. 


He has no time for idling, as he must account for 
every hour he is out of his headquarters, but he is 
always open to suggestions, or to receive complaints 
about the equipment from shop foremen or superin- 
tendent. 


When his work is completed, he files a detailed re- 
port to his superior, who in turn checks this report and 
notes any major repairs that are to be made. If a 
major repair job is necessary, or new work suggested, 
the plant manager is notified and the matter settled. 


In regard to spare parts and supplies, only. such 
parts as may be required in emergency are kept at 
the plant. No construction materials need be stocked, 
as the stock kept by the contractor will handle any 
small job that may be necessary 





odical inspection and cleaning and the selection of proper equip- 
ment for each particular job. 


4 REDUCED POWER BILLS 

* Power bills reduced by eliminating penalties for low power 
factor, proper distribution of load and strict attention to 

operating. 


6 ENGINEERING SERVICE 

+ Engineering service eliminates the necessity of a chief elec- 
trician or electrical engineer. The staff of experts under the 

contractors are available at small cost. It is an easy matter to dem- 

onstrate that the maintenance engineers are well worth their fee, 

even though it be considered merely in the nature of a premium 

paid to guard against errors and inefficiencies. 
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4000 feet 


o f decorative 
street lighting 


ON ACCOUNT OF STREET TRAFFIC 
IT IS NECESSARY FOR THE CON- 
TRACTOR TO WORK FAST IN ERECT- 
ING DECORATIVE STREET LIGHTING. 
BY MEANS OF THE METHOD ILLUS- 
TRATED DOWNES SMITH CO., STAM- 
FORD, CONN., STRINGS APPROXI- 
MATELY 4000 FEET PER DAY WITH A 
CREW OF FOUR MEN 





The wire witn pig tail sockets spliced on at in- 
tervals is wound on reels with carrier. Several of 
these carriers are used so that the ends of one reel 
may be spliced on to the next reel and the job 
carried on without delay. 


Switches and supplies are laid out on the side 
walk ready for quick installation. For temporary 
work of this kind used switches in good con- 
dition may be used. Lengths of rope are cut 
and tied ready for use in tying the line to the 
posts. Rope ends are taped to prevent unrav- 
elling. 
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The line is unwound on the side walk from the reel carrier. After making the line fast to the pole the 


One man with a box of lamps leaves one of the proper color electrician clips off the rope with wire cutters. 
in front of each socket. A workman following him screws these Half hitches are used in tying the rope to the 
in their sockets. pole. 







A double splice is used in splicing the lines together when another 
reel is hooked on. This is like an ordinary splice with one end of the 
wire folded back along the twisted wire. The other end of the wire 
is then wound around the whole making the splice doubly strong. 


7. 
Be Re 





In tying the line half hitches are used but both ends of the Half an hour after the line is unrolled on the 
rope are drawn between the wires as shown in the illustration side walk it is up and ready to be hooked on to 
to keep them apart. The sockets used for this work are pref- the light lines. Advantage is taken of all pos- 
erably of soft rubber as they are subject to breakage when sible support. Note that the marquee of this 
left on the sidewalk just before raising the line. theatre aids in supporting the line. 
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A number of experiments in low cost quickly constructed O U u A 


houses using factory shapes are being made. They involve 
new wiring problems for the contractor. The principal tool 
for the one shown here 
was an acetylene torch 
for spot-welding box 
strips and conduit and 
for cutting holes in steel 
floors and beams for 
conduit runs. 














All steel house under erection in a Chicago suburb. The 
house has no cellar. Its walls, floors and roof are of steel. 
Thirty percent of the wall space is devoted to windows. 


Service wires will be fastened to the in- 
sulator bracket which was welded on to the 
building. Directly below is the conduit 
which will carry the service wires into the 
building. The pipe is held rigidly against 
the building by a spot weld 6 in. away from 
the outer edge of the building. On all fu- 
ture installations service will be under- 
ground wherever possible. 
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Side wall boxes are brought out 536 in. from steel 
plate by means of straps which are spot welded to 
the plate. This illustration shows the strap bent in a 
way that will permit pulling the box further away 
from the wall if necessary. One man, after center- 
ing and spacing the box, held the straps in place 
while the welder applied the torch and welding rod. 
The time to weld two ends 
was not over 3 minutes 
average. This weld is said 
to be strong enough to 
support the hanging 
weight of an average man. 
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Ceiling boxes with three runs of conduit supported only by 
the welding of the box strap and the addition of support from 
the conduit bend being held in place in the notches cut in the 
channel beam. Where runs are long the conduit is held firmly 
in place by being spot welded to the steel plate along which 
it is running. Care must be taken not to overheat the conduit 
wall as it may cause inside expansion to the point where it would 
interfere with the pulling of the wire. 








Two runs of pipe out of a ceiling box, one of them going 
through a hole in a channel beam. In this case the hole was cut 
too large and a spot weld on the pipe at one point along the 

run was made necessary. 


A square hole is cut through deck 
plate to permit the run of two pipes. 
No fastening of conduit at the hole 
was found necessary because the run 
was short and held against beam 
(below) immediately below the plate. 





Conduit extending through a hole in the steel 
channel. No spot welding of the pipe was needed 
on this run to fasten it. The installation of a gypsum 
wall with a channel to hold the pipe securely in 
place after the mortar was set made it stay rigidly 
in place. 
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CUTTING THE CLOTH 
USINESSES generally are arranging 
their operations on the basis that present 

conditions are normal. It is not to be under- 
stood that executives of companies with that 
policy do not believe that business is going 
to greatly improve, but that they are not 
going to let their hopes control their opera- 
tions. 

Electrical contractors might not find this 
a bad plan. One contractor recently said he 
could do around a hundred thousand this 
year and still lose money because he was not 
doing enough to maintain his overhead. 

[here are many contractors who have 
hesitated to trim their overhead to meet the 
present volume of business for fear that 
business might quickly come back and find 
them without an adequate and trained force 
or adequate office facilities. 

Every month this goes on these con- 
tractors have to meet the loss from their 
working capital. Therefore, a question 
arises. Which is better—to meet an increase 
in business with a curtailed staff or a cur- 
tailed working capital? 

With those contractors who have made 
all cuts possible there is another problem. 
They must decide whether or not to stay 
in the business. If building is to stay down 
for some time many contractors must look 
elsewhere for a living. There is not enough 
business today to support all of the electrical 
contractors. 

No one can tell when construction will 
return. There is business to be had by those 
who will work hard and sell, but they are 
the fellows who have already made up their 
minds to stay in the business. The others 
must take today’s business as normal and 
then make their decision. If the decision is 
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to stay in the business, they must be pre- 
pared to seek customers and sell their ser- 
vices. 


INTERIM REVISIONS 


NDER the procedure of the Electrical 

Committee, N. F. P. A., governing pro- 
posals for interim revisions of the National 
Electrical Code, two-thirds of the votes of 
all of the members of the committee are 
necessary to pass. 

It has been feared by some that the sub- 
mission of interim proposals for letter ballot 
would make it easier for lower standards to 
creep into the Code. The results of these 
ballots to-date show how difficult it is for 
any proposition to secure a two-thirds favor- 
able vote, for non-voting members give the 
same effect to the outcome as though they 
voted against it. In other words, no proposi- 
tion may secure a place in the Code as an 
interim revision unless there is a positive 
demand of two-thirds of the committee 
members for it. 

It would seem reasonable to expect, as a 
result of the outcome of interim ballots to- 
date, that the committee might reconsider 
the advisability of ever again permitting 
two years to elapse between meetings. On 
the other hand, even if meetings are again 
held annually there should be no reason for 
abandoning the interim revision procedure. 
The two-thirds vote provision is evidently a 
satisfactory provision against any debatable 
material securing admission to the Code, 
while at the same time not debarring the 
inclusion of any material for which there is 
a real strong demand. 


MAIL ORDER COMPETITION 


NE of our readers has appealed to us 
for help and suggestion in meeting the 
competition set up in his town from the 
national mail-order houses. There is no local 
inspection and with these mail-order people 
encouraging the public to do their own wir- 
ing the local contractor is having his prob- 
lems. Even when he is employed to do the 
work his customers demur at buying the 
materials from him because of the lower 
mail-order prices. 
This is a problem and a serious one for 
a great many small town contractors. They 
cannot meet the material prices of mail-order 
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houses, first, because they cannot buy as 
cheaply, and secondly, because they need 
more margin. 

We do not know whether these mail-order 
houses buy from electrical wholesalers or 
direct from manufacturers. Probably they 
do both. We wonder, however, if these sup- 
pliers fully appreciate the problems they are 
placing in the way of the small town con- 
tractors. 

There is little likelihood that the mail-or- 
der houses would be interested in pushing 
electrical supplies if they were not getting 
them at a price low enough to permit them 
to undersell the market. Is that fair to the 
small town contractor who has built up that 
market? 

Of course, large orders are tempting to- 
day, at almost any price and from any 
source; but business in the electrical wiring 
industry is going to return and these small 
town contractors are again going to be an 
important market. 

Even in times like these their goodwill 
should be worth something to manufactur- 
ers. Esau sold his birthright for a mess of 
pottage. Are we to have a repetition of this 
incident ? 


WIRING CAMPAIGNS 


OVEMENTS designed to create more 

wiring business are starting in a num- 
ber of cities. If they prove successful in 
these times, they should be exceptionally 
profitable in years to come. 

A word of caution, however, should be 
given. Do not expect to get orders unless 
there is intelligent selling. 

Already contractors in some cities have 

become soured on cooperative selling plans 
’ because the results were so meager. In 
every case the plan had been based solely 
on a false premise—lower prices. 

Today, with every store shrieking at the 
top of its voice in newspapers, in handbills, 
and otherwise the cuts that are being made 
in staple merchandise, lower prices are no 
novelty. What chance has a convenience 
outlet that has been cut from $5.00 to 
$3.85 ? 

People do not want to buy today. They 
are looking for ways to keep from buying. 
But they will buy—when sold. 

Therefore, any local cooperative plan to 
increase the sale of wiring must be based on 
selling. It will not be enough to cut the 
price and to advertise. The customer must 


be shown why he or she should buy, and low 
price is no reason today. 

Irrespective of the volume of business se- 
cured, this should be a good thing for the 
industry because it will make us think about 
the customers’ needs. 

How much of this has been done in the 
past? How often have we been satisfied to 
send a man out on a call to do a $2.50 job 
and come back without even attempting to 
find out if the customer might need any- 
thing else done? 

It will also make the mechanics think. 
In the past they did not care. Why should 
they worry? It was not their business. 

Well, today it is their business, because 
if their boss does not have any work, their 
family will not eat. That’s different. 

There should be more of these local co- 
operative wiring sales programs. They are 
good things for the industry. 


EDUCATE THE PUBLIC 
Ce of the outcomes of the depression 


has been an increase in public opposi- 
tion to new or changed licehsing ordinances. 
There is no doubt but what most of the 
opposition is based upon the fear that such 
ordinances will mean increased costs for 
wiring. 

It would seem advisable, therefore, at 
least during these business conditions, be- 
fore making overtures to city councils for 
ordinance changes that electrical contractors 
engage in a bit of public education. 

If the proposed ordinances were for the 
purpose of increasing local costs, they would 
not have a leg to stand on. The proposed 
ordinances, as a rule, however, are distinctly 
to the public advantage. They bring im- 
proved safety and fewer losses by permit- 
ting only competent people to engage in the 
business. By writing adequacy into the local 
code these ordinances again protect prop- 
erty, and at the same time secure the advan- 
tages of electric service to the public at a 
cost much less than it will later be after the 
building is completed. By controlling the 
sale of materials and appliances the public 
safety is better insured. 

Let the public know it has a stake in bet- 
ter regulated wiring. Let the public know 
that competition between contractors is not 
lessened because any competent man can 
secure a license. 

If the public does not know these things 
it will imagine the worst—and the ordinance 
will have a stormy time. 
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RECEPTACLES IN FLOORS 


Can regular single or duplex recep- 
tacles be used in the flooring of show 
windows? 


For many years no receptacles 
were approved in floors except those 
in regular and especially approved 
floor boxes. These boxes are a rather 
large device necessitating cutting 
about a 3 or 4-in. hole in the flooring. 

There was often opposition to cut- 
ting such a hole in the floor and a 
new type receptacle was designed for 
which a much smaller hole could be 
made and which receptacle is en- 
closed in a special sheet steel floor 
box. There are some half dozen of 
these receptacles now listed by Un- 
derwriters’ Laboratories and of 
which the Laboratories say: “This 
assembly is designed particularly for 
use in hardwood floors of residences 
where neither the receptacles nor the 
attachment plug will be subjected to 
mechanical injury or moisture, by 
permission of authorities having jur- 
isdiction as provided in Section 
1405 (f) of the National Electrical 
Code.” 

Section 1405 (f) says that “At- 
tachment plugs and receptacles lo- 
cated in floors shall be enclosed in 
approved metal boxes especially de- 
signed for the purpose. Where the 
location is free from mechanical 
injury or moisture a departure from 
this requirement may be permitted by 
the authority enforcing this Code.” 

This last sentence of the rule has 
been taken advantage of by some in- 
spection departments to allow the use 
of receptacles in the ordinary “Gem 
X” receptacle or switch box or wall 
case, in the floors of show windows. 
They argue that in most of the floor 
windows of today the receptacles are 
not subject to mechanical injury or 
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moisture as most of the show win- 
dows have hardwood floors which 
are wiped out with an oiled cloth or 
dust mop and never mopped out with 
water. 

Such construction should not be 
encouraged as show windows are one 
place where great care should be ex- 
ercised. 


DOUBLE POLE SWITCHES 


Is a double pole switch required for 
lighting or sign work or in refrigerators 
or for fractional horsepower motor con- 
trol? 


Prior to about 10 years ago the 
Code, while permitting the grounding 
of certain wires of some circuits 
under conditions then set forth, did 
not require the grounding of a wire 
of lighting circuits. The Code did, 
at that time prohibit the use of single 
pole switches, and required that 
switches break all wires of a circuit, 
for signs, circuits in damp locations, 
motors over dé... H.P. and for 300 





DIFFERENCE 





LEAGUE SPONSORS ELECTRICAL DIS- 
PLAY: The Electrical League of Minne- 
apolis, Minn., sponsored the above dis- 
play at the “Home Beautiful Exposi- 
ion” held in Minneapolis April 18 to 24, 
1932. 


volts, for heaters of over 660 watt 
capacity or groups of appliances. 
With the advent of rules making 
mandatory the grounding of one wire 
of the circuit it was realized that no 
hazards were involved in not break- 
ing the grounded wire through a 
switch. Therefore changes were 
made in the rules so that the present 
Code requires switches only in the 
ungrounded wires, so that where a 
grounded system (practically always 
the neutral conductor) is used a 
single pole switch may be used to 
control a 2-wire circuit and a double 
pole switch may be used to control 
a 3-wire circuit. 


No. 14 WIRE AS A FEEDER 


Can No. 14 wire be used as a feeder 
to three or four circuits? 

The only rule directly governing 
the size of a feeder supplying branch 
lighting and appliance circuits is rule 
613. Under 613 d (4) we find that 
a No. 14 wire feed may be used to 
supply, in a single family dwelling, 
an area of 650 sq. ft. on a 2 wire 
110 volt system and an area of 1300 
sq. ft. on a 3-wire 110-220 volt sys- 
tem. This would be regardless of 
whether there were one or a half 
dozen circuits supplying that area. It 
is possible, but not probable, that a 
bungalow 30 ft. by 20 ft. could be 
wired using 3 or 4 circuits. It is 
more probable that but one circuit 
would be used. 

Outside of the above rule there is 
none wherein the number of circuits 
supplied governs the size of the feed. 
It has long been the custom to have 
the size of the feed determined by 
the load. 
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YOU CAN'T SELL..MILLIONS 


<3), 





sa 
*y 
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The millions of convenience 
outlets sold by General Electric 
tell a story. They must be good 
because millions have been 
sold. Order a supply of con- 
venience outlets and Textolite 
plates from your _ nearest 


G-E Distributor. 





For more information write 
to Section D-326, Merchandise 
Department, General Electric 
Company, Bridgeport, Conn. 




















8 Reasons Why G-E Convenience Outlets Are Used by Leading Contractors: 
1. There is an outlet for prac- 5. Large binding screws. 

tically every wiring requirement. 6 

Made of Textolite. ‘ p 

Easy finding slots. % Easy to install. 

Plain Face. 8. One piece, self aligning contacts. 


GENERAL @ ELECTRIC 


WIRING DEVICES 


MERCHANDISE DEPARTMENT, GENERAL ELECTRIC COMPANY, BRIDGEPORT, CONNECTICUT 


Wide mounting ears. 


a whH 
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All partitions or barriers are so constructed that they can be readily removed 
and changed around to meet existing conditions. 


All Boxes are made in 
Hv depths — 1%” and 
2%”. 


Made in Gangs from 
two to ten inclusive. 


By using 1%” deep boxes and %” high covers, an overall depth of 2%” 
is obtained from the mounting lugs to the bottom of the box. By using 
2%” deep boxes and %” high covers, an ‘overall depth of 3%” is obtained 
from the mounting lugs to the bottom of the box. Quite often =’ vod 
depth is necessary where certain types of equipment is being used 


STEEL CITY 
Gang Boxes 


and 


Covers 


with partitions or barriers for housin g 


all types of 





Covers are raised %” high. 


Hospital Signaling 
Equipment 





Complete Stock Maintained 
at Factory 


Can Make Immediate Shipment 
cam be furnished with "4" er of any Combination Required 


%” knockouts, and the 2%” 
deep can be furnished with 
%”, %” wor 1” knockouts. 


are so spaced that each sec- . s 
tion has at least one or more 
Knockouts are so spaced that r ! A '@) r u e I n 


each section has at least one 


er more knockouts on each 
side so that it is possible to 1 
come in one side and go out Oo ” 


the other if necessary. 








STEEL CITY ELECTRIC CO. 
Pittsburgh, Pa. 























Suggested 


RESALE PRICES 


for Wiring Supplies 


The prices listed on the following pages are merely 
suggested resale prices for the commonly used standard 
supplies and equipment employed in electrical construc- 
tion work. They are based on average current trade 
osts throughout the country, and on average overhead 
charges. 


While every effort is made to make these prices uni- 
versally applicable and accurate the publishers cannot 
guarantee them or assume any responsibility for errors. 


These prices apply only to the United States 








A 


ADAPTERS and Reducers for Sockets . 5m : & 16 
ADJUSTERS—for C. 
ANCHORS or Expa 

CIATOR: 


APPLETON Entrance Fittings PL-1 
ARMORED CABLE—BX and Similar... 7 7 


ASBESTOS Millboard 
— for Appliances 


e Wi 
ATTACHMENT" Plugs and Caps 


BABY Knife Switches 
BAR Hangers for Boxes 
BASES—For Sockets 
BAYONET Sockets 


BELL Annunciators 
. aaeagareaae 


Wir 
BENDS pon Elbows for Rigid Cond uit.. 
BOLTS—Carriage, Stove and Toggle.. 
bg Expansion and 
BOX—Connectors or BX Fittings 
BOXES—Cable and Loom 
Concrete 


Handy or Utility.. 
Laundry 
Outdoor Meter. 
Outlet....... ‘ 


Entrance Switches—See Switches 
BRACKETS, Racks and Wireholders...PL-6 
BREWERY CORD ee 
BUSHINGS for Rigid Conduit. . ...PL-4&7 

a: .PL-4 
BUTTONS—Push for Beli Work 

Ceiling P. & S. Porcelain. .PL-7 
BUZZERS PL- 


AND BELLS 
BX-BXL Armored Cables 
Electrical Contracting, June, 1932 


INDEX 


C 


CABINETS— Meter and Switch 
wen eth es and Lead Covered. poe 
eck 


Neck Metallic Rte ats. 
Packing Howse... .. 
Park— _ Metallic.. 
Park—Steel Taped 
— and Lead Covered.. 


CANVAS) 

CAPS—For Attachment Plugs 
« suerepes Fittings 

CARRIAGE 

CEILING Switches 


But 
CHAIN for Pull ‘Sockets PL 
CIRCUIT Boxes and Residence Panels. . 
Se PL 


2 or Straps for Pipe 
are Rosettes 
EATS—Porcelain Insulator 
cLiPs or tpg for Pipe 
CONCRETE _ 
CONDUIT—Rigid or Flexible Metal. 
Bushings 
Couplings 
Elbows and Bends. 
Fittings All Types. 
Flexible Armored 
Hangers 
Locknuts 
a - ° 
Pennies. 


CONDULETS Fitts $ P 
CONNEGTORS—Armored for BX, etc. PL-it 


—_ Wire & Cord.PL-8 
Greenfield and BX...PL-11 
Cord and Motor 


C—Continued 
Cc ORDS— All Types 


or Pull Sockets 
CORD Adjusters 
“ ae Lamp 


Con 
COUPLINGS Fer Conduit 
COVERS for Outlet Boxes 


DELTABESTO) 

DIM-A-LITE Sockets 

DOOR Switches and Openers 
e Trips and Springs 


E 


ELBOWS or Bends or Conduit........ 
ELECTRIC—Range Units PL 
ELECTROLET Entrance Fittings...... 
ENCLOSED | Nae 


ENTRANCE Fittings PL 
Panel Switches Plug Type.PL-18 
bd Safety Switches PL-17 to 22 
ERICKSON Couplings for Conduit L-7 
EXPANSION Shields and Anchors 
EXTENSION for Sockets 


FAN Hangers 
FEDERAL Bushings and Similar....... 
FEED Thru and Pendant Switches 
FITTINGS—Armored Cable........ é 
° Condulets and Similar... . 
Electrolets and Similar. . . 
Entrance All Types 
Ground 
Threadless 
Spragulets and Wirelets... 








F—Continued 
FIXTURE ied — re ae PL-7 
i at adcnee che en ceuel 
e ag Cost eneeheenen 54.0ue PL-22 
« _ | Sas ePReaEeeraean PL-24 
FLASHERS Skeedoodie | ae PL-13 
FLEXIBLE Metal Conduit. . ee 


Loom-Non- Metallic. avetdes PL-12 
FLOOR 7 and Treads. “a 
FLUSH Receptacles. . 

A ag and Plate 
FRICTION 1 BOO. covssets enatwnne 
on el Types.. ..PL-8 

Blocke—Enclosed. . 







PL-8 
FUSENTERS and House Panelboards. .PL-13 & 14 


ASKETS—For Condulets........... PL-8 
. E. Fittings—Entrance............. PL-10 
GREENFI D Flexible Conduit....... PL-7 
Connectors for Flexible. PL-11 
GROUNDING Ss 00 bese e cubuee PL-8 
_ > “RPE SRS PEERS: PL-15 
* GROUNDULETS Fittings............ PL-11 
GUARDS—Lamp..........cceesccees PL-11 
err PL-4 
HANGERS—Conduit and Cable.. .PL-11 
khan nednee ee skeet PL-11 
for “Outiet ON ee PL-4 
HANDLES—For a sé enkneneees PL-16 
F nap Switches....... PL-17 
HOLDERS—Shade SEY FERRI L-11 
HOUSE RACKS and Wircholders...... PL-6 
INSULATING Links for Chain.. ..PL-12 & 16 
Me co ceececesccest PL-22 
IRON Plugs peesecceereseecoceseceues PL-13 
KNIFE Switches—Baby.............. PL-18 
KNOBS—Tubes and Cleats........... PL-12 
KONDU Threadless Fittings.......... PL-10 
cs cekeeeededed dnanedue PL-22 
SE nn06565bes0eseesseseed PL-11 
A Mi ncccesacbeccesecen’ PL-3 
LEAD Covered Armored Cables........ PL-7 
“ Covered & Rubber Cov. Cables. .PL-24 
LEVOLIER Switches............0000: PL-17 
LINKS—Insulatin SERRE ae 
Renewable Fuse............. PL 
LOCK S—Conduit....... 
wet wait. ~—aerres Flexible. 
a MGc cccccccceccces 
tk” PRR PRE te: 
LUGS— Soldering i is stnecekked 


LUMI NOUS Acorns for Cords. . o« 
Buttons for Switches. .... PL-17 





a eh ead ike PL-24 
METAL Molding. baeboctns cecceascans PL-12 
Cs 4.0004660006%66sCK@N PL-12 & 13 
e ins ceneseesvuk hance -15 
METER Boxes and Switches Outdoor... PL- = & 21 
METER and Switch Cabinets......... PL-1 
METER Service Switches............. PLiis to 22 
MINIATURE and Candelabra Sockets.PL-16 
sd tees icnnbeneseee PL-16 
MOTOR Cord Connectors. ........... PL-8 
MOLDING n+ bevenkekatenten’ PL-12 
Bee ee PL-12 
MULTI Pe 66-046esc0600ns abate PL-4 
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NIPPLES for Conduit..............+.. PL-13 
NON-METALLIC—Park Cable....... PL-24 
No ec ce ebunedeneie eae PL-24 
OPENERS— Door... ..........sceeees PL-17 
Supa. Meter, Boxes and Switches.PL-18 & 19 
ET Boxes and Covers..........- PL-3 & 4 
OVALDUCT Metal Molding. ......... PL-12 





PANELBOARDS Small House Type. ..PL-13 
PE DONNER. occcccccceeesscesoss PL-18 
kin b 64606000 tchenttek’ PL-24 
 EOD..g coccecctecseoues «-PL-22 
PENDANT Switches. ...........es00¢ PL-17 
PENNIES—Conduit..............0005 - 
PE, «vn csccccceeseccousens 
PLPE—Rigid Conduit..............s0. 
. Clamps and Straps 
. PEED s 0&6 6uctbeccccssesteus 
e Threaded....... 
PLATES for Receptacle 
e for Switches.. 
PD CRORE. « cecheeseeanenis ee 
PLUGS—Attachment and Appliance... 
CREE ks se ecesesesecesens 
PORCELAIN DUSMETBscccccocccccces PL-4 
SMENTccccceosesovcus PL-7 
Knobs and Tubes....... PL-12 
PUSH Buttons, Treads, Springs. . ..PL-6 









ry and Wireholders.............. 
RADIO RECEPTACLES. ‘ 
RANGE UN ao Electric 
RAWLPLUGS.......... 
RECEPTACLES—Fiosh. 
Radio 
e SMe occcccccececs 
sd Pcapcocecece PL-15 
for Conduit........ PL-9 
REDUGERS—Conduit cebeeneeoasnent PL-7 
cect baenedosbuen - 
REFLECTORS—Metal..............++ PL-15 
RODS for Grounding............+.+++ PL-15 
ROMEX and Similar..............055 PL-7 
ROS as eet Ny eeeen cue <suaed PL-15 
for Conduit Fittings... .. PL-9 
RUBBER MU cis sacsssenentnackss PL-23 
SAFETY Switches—All Makes........ PL-18 to 22 
SALTS—Soldering.......... ..PL-22 
SCREWS—Lag............... . PL-22 


Machine and Wood... 
SERVICE Boxes and Cutout Boxes 
SHADE HOLDERS—Standard.... 


SHIELDS—Expansion......... ge} 
SKEEDOODLE Fiasher Plugs.. ..-PL-13 
SLATE Base Cutouts............e000% PL-7 
SNAP Switches—Wall................ PL-17 
e Switches—Pull Cord Type...... PL-17 
SOCKETS—All Types. ............-- PL-16 
SOCKET Adapters............0.ee00- PL-3 
e pe rer s PL-3 
e Sere PL-4 & 16 
e ee, Re are PL-16 
ad epee eee eeenedeccenschon PL-16 
sae, Once n ib achigdeerecs eltietll PL-16 
SOLDER—All ,. . SeRaeeeere PL-22 
Pe ccncvacseucoucvate ..PL-22 


| N D E X—Continued 






S—Continued 
Ig co csc ccectescece PL-12 
SOLDERLESS Coenestere bho digs case PL-8 
SPACERS for Bores................. PL-3 
SPRAGULETS Fittings. ............. PL-10 
eee cone and Door........ PL-5 
SQUEEZE Connectors.............+.+ PL-11 


STAPLES for Bell Work. . 









































§ L Taped Park Cable. . 
STOVE Bolts........... .-PL-6 
STRAPS and Pipe Clamp PL-8 
STUDS for Fixtures PL-22 
SWI TCH Boxes PL-3 
POR ci céueonndes greece ,.PL-17 
SWITCHES Canopy bnadencesanesaee 3 
° Roessese and Panel. .... PL-18 to 22 
e Flush-Push-Tumbler- 
MODS cccccceceesices PL-17 
e PP estsaceseckeeesed PL-18 
e wen | and Cabinet...... me 
e Pendant and Feed Thru. .PL-17 
ne Tt. errr -17 
° Time nne cawetebeneceave -23 
SWITCHES SAFETY ENTRANCE TYPE 
Ss 0:9 0:0064000900000060600 PL-21 
SNRs + nt ncess epvesccced PL-20 & 21 
DT Uc csecnedkhedesddon neon PL-18 & 19 
0 ere PL-1 
, | ESE PL-21 & 22 
Westinghouse.................. PL-20 
OE: nccncirigicdeescuvese PL-6 
TAPE—Friction and Rubber.......... PL-23 
EE. Seckcesresecooerceses PL-16 
chsh ccccccocescoecesd PL-23 
ad ah hae ehenes wed PL-24 
TERMINALS and Soldering Lugs...... PL-12 
THIN Wall Poet bab 6Gaseecesvoesns PL-7 
TED BIDOS 0c cc vccecscoccsccs PL-7 
THREADLESS Conduit Fittings. ..... PL-10 
TERE DOANE. cccccccccvecccecssces PL-23 
TOGGLE Pn: sbsabacdcesseseent PL-6 
inh 605 6540000400046 PL-17 
TRANS FORMERS—Bell and Toy... ..PL-23 
DEE BUEN c cccccacccsoeccccese PL-5 
TUBES—Porcelain..........+.+00-005 PL-14 
TUMBLER Switches and Plates...... PL-16 
eee PL-16 
lye * ye @ | FRPP Tee ree PL-4 
UNILETS Conduit Fittings. .......... PL-8 
VAPORPROOF Fittings.............- PL-9 & 10 
WEATHERCAPS rezone Fittings... .PL-10 
WEATHERPROOF W6-axeeeere ees PL-24 
Conduit Fittings... .PL-9 
WIRE —Rubber ee Seer PL-24 
® Weatherproof...........-.+++ PL-24 
e Annunciator...........-..4.+ PL-24 
. Asbestos Range.............. PL-24 
cd Commectors. ... 2.5055. se eeees 
e ee rer ere PL-24 
e SEOUNOR . oocceccccceccece PL-24 
sd Lead and Rubber Covered... ..PL-24 
« ss: Yai eoewes a = 
« Telephone and Telegraph...... - 
WIREHOL sphos and Brackets........ PL-6 
WIRELETS and Spragulets........... PL-10 
WIREMOLD...........- Son neqersoces PL-12 
WOOD Fixture Blocks................ PL-6 
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Suggested Resale Prices 
Witkin: Supplies 


These are merely suggested resale prices for the commonly used products that 
appear regularly on jobber price lists. They are figured on generally accepted 
principles for computing resale prices and should cover average conditions but 
are not guaranteed. (See note on title page.) 











































































A-SUNDRIES | TANDEM ee BOXES 
Galvanized 
Loom, BX or Conduit 2Gang 3 Fe , Gang 2 Geas 3 = 4Gan 
ASBESTO: Tandem Boxes i? s * Deep * 68 $1.10 as 8s 128s 1-90 
Asbestos Millboard—Per Pound—30c. ax = + 218 
ANNUNCIATORS DOOR SWITCH BOXES sian tis 
ac vd, 
House-Surface Type—Hand Reset For Rigid o1 or Flexible Conduit re $.50 $.55 
Edwards Edw. & Se Si cesrbho<éccceccad 
ixie aradgay 
No. Ansonia No. 81 or White P. & W. 
Drops Wood Metal Foresey No. Enamel Compe- Automa- LAUNDRY BOXES 
tion tic 
Black Galvd. 
2 FG RF TS 280 SEES cists: crtttt | Gem-Appleton or Raco, ete., with Single Receptacle........... $1.10 $1.25 
a 10.90 13.60 13.00 16.40 $13.25 $16.50 Duplex seseeceeees 1.25 1.35 
5 12.65 14.85 mane. Jeanie «— aabaka” « epee For Concrete Boxes See Page PL-5. 
: ose 3 -= bee 19-8 +. = . os For Solid Gang Boxes See Page PL-5. 
00 ‘ 19.4 . 4 
12 -21.80 3423281009018 2840 
1 . .25 5. p an. «erxeoe 
15 27.00 eu 2 Gebek ‘Gases *Senes.. . Saabiee 
coo an SS Se EE BOXES & COVERS, OUTLET 
Extra Drops..... 2.25 Set 02 pee ie Bo 
(Ail other Annunciators—Sell at ‘te less 10%) 
ea SHALLOW FIXTURE BOXES, ROUND 
ADAPTERS & REDUCERS — NR: 
For Sockets and Vases Nos, > and Description Depth Bottom Side Black “Gaiva 
i 36115 3%” ag Bcc cccaneons Qe 3-4" & 4 Loom $0.10 $0.1 
NS CNET OEE ECT MOL TT HT TP POT FOE $0.45 | 36116 3” S Sqseeubeuda 4” 3-4" &4 * .08 ‘ 0 
Me nom to Copdelpere EEE PI Wat cesersadssaeeebinecieuaeses ; ote 373, Wie B neeeeeeeees "$6 = 3, =$ : oH 36 
andelabra to Miniature. . t 2 «4. eer 4” 3-4” S .12 ! 
Medium to Intermediate. 36716 Big" Pict Plate with Clamps.:..... 3-44" &4 * .09 ll 
Paralle! Blades to Edison. . 56111 , WwW es Ears vutenboe ene 4” 5-4” or &" K.O. .10 .13 
Plug in Pull Socket....... : an. @ ae. * ies. saegsaheee " 5-4” or %” K.O. .07 -10 
Vase Adapters, Benjamin No. S, 831, 832, 833—Each 2. 56115 Wich Ears-Loom & Cond. +4" 3-34" & 6 Loom .12 15 
Two-Light Vase Adapter, Brush Brass or Gun Metal, Complete with Puil 56116 3-4” &6 * .09 11 
Sockets, Plug, 6 feet Silk Cord—Rodale No. V-41...........0000 0000s 4.00 | 56121 ra WwW ith Bars. .ccccccscces 4” 5-4" or i K.O. .14 16 
See” SS Pe i nev hacsepansse 4%” 5-4" or &” K.O. ll 13 
sees . zare-toow § & Canfun.. : Has & 6 Loom .16 19 
ADJUSTERS 367124” Flot Plate B32" or M°E.O. ‘or ‘oe 
ee erocccccecoseceore , 5 .07 
For Cords : 
Price 
U ver sal Cord Adjuster Standard Size No. 1417 gt Se $.10 
— Factory No. 1418 54%" Long... .........+-0+: -15 — OUTLET BOXES, OCTAGON 
e “ Reinforced No. 1419 554” ae epoeboere .20 | Univer- p 
Ball Type N Ne. 1408 & Sfor Type C Cord. Mhole..........ceeeeeeees .10 sal ; an Knockouts Price 
4634 & 5for Reinforced Cord. 3 hole..............5- 12 Nos. Size and Description Depth Bottom Side Black Galvd. 
24151 3%" Conduit Box........ 1%” 1-4” 4-%” $0.10 $0.12 
SISIFS3ie° © With Stud’ 1. 1k" Lag i> ee 
’ Jith Stud... 14%” 1-” 4” .20 .22 
BOXES, SWITCH 54151 47 Conduit Bor........ ie Px: ry: 12 (115 
- pe SEE 4" -%" .14 .16 
a. s, “ With Stud.... 14” 5-%” 4-%" .14 .16 
SECTIONAL SWITCH BOXES 54155 4” Cond. & Loom B. .... Lis 9-34" 12-4" = .19S 622 
Single Gang—For Switch and Recep. for Old or New Work 4171 4° Conduit Boz......... 24" 4-M-1" 4-4-1 24.28 
Pric 
Dep Black Galva. 
For Loom dwdedosecedosecess 2, 3 ra ue Wiehowt clamps $. ‘- $.1 +4 COVERS 
For BX Cable... 0000000002. a 26" With = 16 ; 18 For Octagon or Round Boxes 
eccccccccee jit ” ‘ .35 
For Rigid Conduit Ss wncqheaee to 2%" Without “ .19 .22 24C-1 314, Blank Cover Flat 
eeccqecasce y Without “ -32 35 24C-2 i “Rais ised... paptn 
Spacere—For Sqecer only deduct om ony of abave petans... .03 .04 Ks 333° Ties a with 34” K. Ys in Center, : = 
— 661 F ESOS. cé<ce ‘ * aise : ‘ 
seabonsuaameios ‘ A se “s oot He paises men Cover ic si Metal puting. > .06 .08 
-“ pider Cover for Switch or eceptac Deves<ese .07 09 
With BRACKETS or EXTENDED EARS or LATH SUPPORTS ove 4 aie: Fi ao 7 1367 hole other * eocccees . .08 
For New Work Ps ” hole for ot er* ehers ees .19 .21 
24C-35436 314” Raised ee et ee re .06 .08 
Depth Blech vies ated. 24C-39 334” Flat . for fluted devices...,........++ ; 17 .19 
For Loom..ce.sseeeeeceeeses 2,2% or 24%" Withoutclamps $.20 §$.25 54C-1 yw Blank . Plat. .-sveceeseseseseeesesees -05 08 
“ __ Sgro: Seabee pente 22 “ 9%" With “ 23 26 oP | ‘. Raised * Open 54” Deep eowereeccescesveces ‘= .09 
Fc r BX Cable or Loom...... 2; 2 “91%” With “ “25 “28 aise en BOD cccccccccsccece .08 .09 
a * Rigid Conduit........... 2 to 254" Without “ +25 -28 sane ¢ =, . with on hee K. O. ip Center ‘= ‘ 
xis ¢ a =? ge ‘ ft 6" Metal ome ‘ .07 :09 
AN! XES—G. ANIZ a pider “* or witch or Receptacle .08 .10 
SOLID G G BO ALV. ED 54C-31 4° Raised ‘* “ Federal Sign .07 .10 
Covers Extra 54C-33 4” Fiat . * Hole for Std. * .10 .12 
ee 2G 8 Gees <Gans 5 5 Lay 6 Gans 1 Sus © Gans see 35-6 4" Raised ‘ i RT 1 sccocahal- se 10 
rice of Box. . ° 54C-39 4° Fiat . Fluted BOO, 06065 6sccece -20 .22 
Price of Cover.. .40 -60 -80 $00 1.95 3.45 3.85 54C-48 4” Raised “* 5” High Open Plaster Ring.... .08 -ll 
These prices apply only to the United States 
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Boxes & Covers Boxes, Floor 
BAR HANGERS FOR OUTLET BOXES 
OUTLET BOXES—Square Boxes Extra 
Uni- nockouts Price With % Fixture Stud i 
wgpent Size and Description Depth Bottom Side Black Galvd. ¢ ith % Be pene pom Pulses 
lo. igh Te DOME canvecoes eocccccccveceece Ce cceccccccccccese 15 
51151 47 Sq. Comb.Gas&Elect.... 1467 534" 814" $0.15 $0.18 | Straight Bar 24° Longs. 22oloclllnn ene » 30 
51151 4” * : -++ 14" 5% “1 -20 | Shallow Offset Bar 1954” Long. ..........2seeeeececceeesenceeeees - 20 
52151 4” * Conduit Box. -18 | Shallow Offect Bar 24” Long.............cccceccccccccceecsceveees -35 
52151 4” * ; ‘ -21 | Deep Offset Bar 1934” Long..........20.eeeeeececccccceeccceees «+ =e 
52171 , . . 56 Deep Offeet Bar 24° Long. ........cccccccccscccccccccccsccceceece -35 
he ale . -43 | Straight Old Work Bar 12°... .......2..ssc.ccsssssssssesseseseces -15 
72171 4'% 51 Box Cleat Bar 31%... cccccccccccvcccccccccccccscvcccscesesecces .10 
COVERS For Square Boxes SORE CE ns <b en 6b deadbbcsthecdcevececsosvéseusdibeses -20 
52C-1 a? Ba, Theat POR. 2 ccccvccceccacecsecesecsccase $0.07 $0.10 
52C-2 4” : = On aces covkgnsstcqacccsdticves "10 13 SET-UP BOXES WITH BARS 
52C-3 4” “ Raised 4” High Open Plaster Ring......... .13 15 For Loom 
52C-6 4” “ Flat with 39” K. O. in Center............ .10 12 Size Ears Clamps Bush Galvd 
52C-7 = Raised Drop with h PB" K. O. in Center...... .14 17 Plates Price 
52C-12 - = Metal Bushing........ -12 -14 | 34x34 Round No None None............+ Sbivconscebstetdcinn $0.30 
52C-13 4” F > 14° for Selech or Recept..........- 10 -12 | 3%x% Round No Two i: voaweces ss ends neseRads dacunins .35 
52C-l4 4” * ‘ « hb ll -13 ari A eae .35 
52C-15 4" “ oes p a -16 oe h S . N BD io eisig 6a ncsthesiccdcctaccdesd .40 
52C-16  - “ 1: . “ “ a -aeeees -18 -21 For New Code Boxes 
Poet ‘, . « 4: . . . - « 7 3 344 x1\% Oct. WR BOG 6 apace dinews cuduccsscutcascetes .45 
52C-19 4” « Se 2 « * « 920 “99 | 339x134 Oct. Yes Two Two........ Gti bidthaetdanhavedwe .50 
52C-21 4” * “4 ae 6 “ hd areas “94 | 344x4 Round PO OD, PN ri ok Sec ccwee cee eseveresevecsaec -45 
52C-28 4” “ Flat Spider for Snap s DetaRed.. es cesesesene 16 | 2a BP BOD LO. oenssncscenesonsoncessccvsseoecs . 
52C-31 4° * Raised for Sign Rec..........csscsceeceeee 09 “10 = oe Sn aoe gem VaseratheeeuebOencdbubonewegeeee ‘= 
aa 2 ke ee es re tee "14 “17 x 7 e ° be Wewn cengsnoktpadeeesqnsscegvess . 
52C-39 - * ‘i Fluted Devices OT Peery oe .26 .29 For Conduit 
52C-48 - = ¥ with 2%” Opening Plaster Ring..... -1l 13 4x4 Round i DS DOG, Jévneéndethadetnonncevakessdise .30 
52C-57 4" * “ For French som TLS RAE 31 34 4x% Round OO PUG BRURs <n cxécnnegsscdeuboasdatucevaccs .35 
52C-62 4” _ a ee SU BE Gs caswecsccs .09 .12 
72C-1 41!" Sq. Blan isa dn ncdhdebownsheebuetgceceesecees .27 
72C-2 qua? « ” a cegcacestencreneutebedehedsets .30 
RR RS arsiernnetysacinpenmhritene 33 BUSHINGS 
72C-7 41” “ . } oe =. ;. ° re .33 
72C-12 414" * : rop § Ma. avesuenesacesee .33 
72C-14-15 414? oa be x4 i 1” for ee bad eee aon .34 PORCELAIN CLAMP BUSHINGS 
72C-18 44" * * x" aed 2 Devices de viatckuaendas .45 Federal’’ or Equivalent 
72C-48 4g" * ” OR Br insktt nes dkeetudensdeque .33 : . : : 
Special 4” Cover for One Push or Taeic Switch or Single ag _~ a b Boshiss Busre Ring 
Covers or Duplex Receptacic. ...cccccccmcsccsccccces 2 -27 A-1 % CWA No. 10 $.08 $.04 
For Red 4” Cover Two Push or Toggle Switches or Two A-1% % 11g No. 10 “10 “04 
Seal Work Receptacles or Any Combination of Two Devices. .36 .40 A-2 1% 1% No. 8 “10 “04 
EXTENSION RINGS For Octagon & Square Boxes os i yY we hte ‘3 7 
25151 33" Octagon Ring— ug D Ms a svencscceuwees 0.23 $0.25 | as 16” 1% 1 1CM “22 “10 
53151 or S« quare Ring gO eee 25 -28 A-6 2” 1% 2 1 Mill. CM 145 712 
73151 iy Square Ring 96" WOGP.cccccevcccsssccsceseseces -59 | Bei % a o. 10 “20 “04 
$5171 4” Getanon Ring Hs NN Lectin dean Siadicterd ik daes 43 48] Ky i % “% No.10 "32 “04 
53171 4” Square ~ i — jeetedudhhtenkaweewteneedl -70 2 ; ‘ ; 
73171 4g" * oe Fe one "65 | *-3 "a aS ~ = 
HANDY OR UTILITY BOXES & COVERS “MULTI” PORCELAIN CLAMP BUSHINGS 
For Use With Rigid Conduit Cat. Inside Outside Price 
a Universal : No. ize Size For Wires Each Complete 
Description _ Numbers Price 10 a 4 No. 4B&eS $0.08 
Box 334 x1}4x1}4 For Rigid Cond... .. 2.2... eee cece eens 58151 $0.22 12 ’ ag No. 4B&S “12 
am GHEE PUT BS GOs occ cede cccecccossesesce 58361 -24 15 ‘ vA No. 14BaS$ 10 
Box 4x2>gx1¥ PP BE Cavs Keceds ct ceceevennddaée ” deeee -22 20 z % No - 6@B&a&s 
Box 4x2 y9x2+ SO ee re eee 58371 -22 30 8 1 No 2BasS o 
ee ey Se CE So us ncetessecedadbeeeees » Shand .60 40 ” 1% : 000 20 
Cover Flat Steel Closed Rdddidate wie nereciahsdcpee.suaremeaaiet 58Cl .10 50 1% 1% 350,000 “30 
Cover emery = _ Ly Spnsaseestncsterteneseestsy  eeues -13 55 1 1 4] 600 000 "38 
en el a OD ee ne oes .30 7 
Gover for fighe, Rageptndle ces. ..-..cccocccccccccccccces 58C5 19 (a 1% ot mses = 
Copan Hee Ree POND «5 o.0'o 00:0'0. 6606606666 c00660C8 58C7 19 
Cover for Torele Flush Switch Sigeseneusd owaneheneaiuet —- 19 PORCELAIN NO CLAMP BUSHINGS 
per Sat Cs Pe GOD 66 ced ce ce coeecesb bees beeen 58 19 
Cc ae for Sizn Recep Patincvevnesedutidatendatanbuned 58C33 18 Multi- With Spring Clip, Not Threaded 
Cen Ge ee I 5 0040006860600 60660edbeens-seus 58C28 18 Catalog No., Multi............. 90A 90B 91 92A 92B 
ee Re ey aera: 58C6 16 | Size of Wire Hole. .... snconenuet % 1% a8 le Ve 
Cover with 4 or %& py om TeTlvrrry Terre ret eee 27 ee the Gb sikesbecekeéedsepsas % % hy 1s 
Cover with Bushi ing for Cord....... 58Cl1 16 PE 6s ccpeccee nesceeasctadnte 3.06 $.06 $.06 $.07 $.07 
CONCRETE BOXES— Galvanized ( Only oyu 
Depth 1%” 2° 3” 3%" +f 5” sg” THREADED COMPOSITION BUSHINGS 
Box & Back Plate with % Stud.. .$0.2980. 73380, 36$0. 10s. 4380. 47$0. 55$0. 64 Pil Entrance, Cut- outs and Panel Boxes 
Box & Back Plate less 3% Stud.... .25 .30 .32 .35 .39 .42 .51 .60 4" 2 2%" 3” 
Plate only 444” Diam. without Fixture Stud 3%” and 2%° K. O.. ..$0.11 Without ". SORE $.05 $.11 §$. $.14 $.16 $.30 $.45 $ .80 
quote on 42 ° a = “8 i praeure Stud 3447 and 254 *K. O... oe «0 36 With Locknut.......... .08 14 "8 .18 225 45 -70 1.10 
only 4 6” %™°K.O y 
Plate y iam, wit ixture Stud 34%" and 2 K. . 20 | Socket Bushings 
SOLID GANG BOXES | Black Composition... cccccccccccccccceccccccccss “s . a + 
Covers Extra | FOP BOG s s cccccccstconesscdanssasOetceossoes $.02 $. 3 $. 
Galvd. Only eG 2 a CG a a a | 
ang Jang * ang ang a Gan 
Box Price. $.85 $1.20 $1. 60 $2.15 $4.15 $6.: $6.65 xX E 
Cover “ "40 60 "30 1:00 1.95 3.45 3:1 BO S, FLOOR 
NON-ADJUSTABLE TYPE 
Latrobe R.& S. Steel City 
BOXES, OUTLET Fullman Russell Steel 
—_— — & Stoll City *, o Deserpiies ich 8 Neast Pty 
| P omp. Out. Less Std. Recep. with Stem Nozzle a 
NEW CODE OUTLET BOXES 101 2590 490 Se OF editee | oe 2.70 
Size Stud Clamps — Price +. 2581 o “ . 3 Wire “ ? > “ .-2 
"lates : 
, NI 113 esee 491 e e “ 20A Polarz ieee and Plug 5.80 
He pound, No re rn vb Spelt te ER a o.2 300 499 Midget Out. with 10A Recep. no Nozzle 2.50 
3%x1% Round fes Two TD Gnenesevedusccdastcosbeas * 
He bg Octagon No Two SD 9905 e<esbaneebeeeseuedees ‘ts ADJUSTABLE TYPE 
344x1 lg Octagon Yes Two he RE RLS Tet gele, tat -25 140 2502 400 aes weal - ats Box—Less Receptacle $5.35 
344x Round No Two De. nehedevecetennsenessh scare .18 150 2503 401 7 5.35 
3x3 ‘} Round Yes Two Te 6énseneustintoseicesunscd .20 120 tee see - Standard > - Y 5.35 
3%4x1% Octagon No Two Tn. .<8deciatndendedatuckeashas .23 130 sees ++: ° ne with . 5.70 
344x1% Octagon Yes Two Oh . dea densesdweeleivtehesdas -27 
4x1% Octagon ne tN y Naa asabecdtesosdsenedéwdecsn .25 ADIUSTABLE GANG TYPE 
4x1% Octagon Wh bepan hth nes édadac donuscae -28 251 2511 Sel. Gang Less Recep. with 4” Cov. Plate $ 6.75 
G.E. Cable Boxes for Straight 1 rlectrie or Coatbination No. 5200-01.. .20 252 2512 ‘a3 Two 4” af 13.20 
Hope Cable Boxes for Straight Electric or Combination No. 2 & 4 & 14. .20 253 2513 443 Three * * « oj ¢« «¢ 19.45 
Thomas & Betts No. 565-66-67-68 Standard Cable Boxes.......... .22 254 2514 444 Four * e = . 4 ys > 25.90 
Thomas & Betts No. 553-554 Dead Ground Cable Boxes. ............. .35 255 2515 445 Five e « e {2- e e 32.00 
Thomas & Betts No. 160-161 Flush Wall Type Cable Boxes. .......... .50 256 2516 446 Six e..|.86 ° °c °* 38.40 





These prices apply only to the United States 
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Boxes, Floor Push Buttons, Etc. 
NOZZLES BELLS AND BUZZERS—Continued 
For All Types of Floor Boxes Price 
283 3008 = For Dup ex a with ’ Brass Pipe ae 4 Skeleton D. C. & ‘Foanesenenee inside pelle & Buses 
284 3000 ; ms ai 
mn ” 17 ““Economy”’Skelet. Bells $5.50 $6.75 $8.75 $14.25 $21.25 $27.50 
42617 $038 , De. Sopher Recs with et Brass Pipe 9-10 | 510 A.C. Transformer * 9.40 10.15 18.90 23.45 41.90 48.00 $7.00 
295 e609 Foe Duplex Recept. with 44” Brass s Pipe 8.25 
206 2559 467 Standard oe ozzle 1.15 Edwards—Lungen 
207 cbee 466 1.15 No. 13 Bells 
270 ees -». Stem Nozzle for Armored Cable 1.15 : : 
271 2617 ee. Bell 1.65 Price 
272 1945 -+e Stem « with Wire Slot & Screw Cap 1.90 $2.00 
280 ap Single Recept. Nozzle 4.10 ‘3 
G. E. & T & B BOXES 2.00 
G.E T.& B Description Price 2.20 
8000 8000 Utility Outlet Box Non-Adjustable PP ee ere $1.25 9.50 
8200 1700 tN Wire Fir. kin teers ad> = 2.25 
8220-40 1701-2 hree “ - 7 TS ee oe ae p 
1703 Extension ‘ “ Telo. or Signal............... 2.75 Pay 3 
730 Two Wire * * Adj. —Deep or Shallow Mae bien a 6.25 1°50 
8420-40 1731-61-2 Three “ nt OR AE 0, OE 7.25 1.70 
733. Telo. or Signal Floor Box Adj.-Deep or Shallow... 5.35 2°00 
**BUSHED ELBOWS’’—“‘BULB TEES’’— 2.20 
FLOOR COUPLINGS 
4” %4 ” 86134" SKELETON BELLS 
Bushed ieee Iron sanded seancneinactes $0.60 $0.80 $1.15 $3.45 ” 3” 4” 5” 6” 8” . . 
FE cre Ryle en i a $5.70 $6.00 $7.00 $0.40 $10.60 $16.00 $20-00 $31.00 
UWID £CCH i ij—=§ aeeesereeeeeeesesese i§.§ 8888 . . ° ara ay. ‘ 5 ig 5 3 
Wient Cocetes Brass. «oc ccccdcccccesaes 1.40 1.65 2.00 4.35 Faraday Elka. 5.25 5.50 6.60 7.75 8.75 14.25 21.25 


FRANK ADAM FLOOR BOXES 
Type FB-34-R—Adjustable Water-tight Floor Box complete with plate, 


























plug and adjusting ring, less receptacle. ....... 1.2.2.0 eee eee e ee eeees $6.00 
10 Amp. 250 Volt 2-Wire Receptacle for above box................. .35 
Type B-3-W— Adjustable Water-tight Floor Box complete with plate, 
plug and adjusting ring, less re for Telephone, Bell and signal 
GHOOCTEG 6 oon nc ces ccc ce ee sw ecssoteseusvesvecsssive’s jee 6.00 
TYPE “A”? STEEL SURFACE CUTOUT BOXES 
Black . 
Width Length. Width Length 
Short ren 3” 4” 6” Short Long 3” 4” 6” 
Side Side Deep Deep Deep a Side Deep Deep Deep 
4% «OS Sh acs apa 30 ..... $7.85 $9.10 
4% 9 BE soace haa ae ae 2.50 3.05 
4k Se ae «cosa covca 15 Be -ceese 3.05 3.50 
6 6 60 $ .80 ossies 15 , arr 4.15 5.25 
6 8 75 .85 $1.05 15 ae ° eoece 9.75 11.30 
6 9 .80 .90 1.60 18 ae. cece 3.85 4.40 
6 12 1.10 1.15 1.30 18 i eeces 7.85 9.15 
8 8 -95 1.05 1.40 18 we eccce 11.20 12.65 
8 10 1.15 1.20 1.380 18 ae Doses 12.80 14.90 
8 12 1.35 1.40 2.00 18 ae. esese 13.50 15.50 
9 9 1.05 1.45 2.70 18 . ere 14.00 16.00 
9 12 1.40 1.75 2.20 24 BP. secee 10.20 11.7 
10 ©3610 1.35 1.40 a a ee oc 14.00 16.10 
10 1.8 Ba 2.3 -70 20.20 
10 1.80 1.5 2. :50 21.00 
10 2. 2.3 3. -25 26.60 
12 1.8 1. 2. -00 21.75 
12 1.7 ik 2.5. -10 .35 
12 .65 31.05 
12 ‘50 39.25 
Ansonia 
234” 3” 4” Cowor 
Name No. Description Buzzer Bell Bell Sleigh 
Ansonia 656 Sgle. Coil Non Adjust. $ .40 $ .45 ..... cscs cecee 
Ansonia 657 Dble. Coil Non Adjust. .50 $s. 
Wizard 659 Dble. Coil Non Adjust. .90 95 1.05 
Eureka 641 Dble. Coil Adjust. Class a ade 
Acme 631 Dble. Coil Adjust. Class oo 
Eureka 621 Dble. Wood Box Bell! . 1.40 
Monitor 661 Round Type Monitor Bell..... 1.50 
Wizard 666 Watch Case + — Round on” 200%e 
Ansonia 663 Comb. Bell & Buzzer 1.00 1.10 
Ansonia 664 Comb. Bell & Buzzer ..... BiBe teccs in 
Skeleton and Weatherproct Bells 
Size 2%" 3” | a 8” 10” 12” 
620 D.C.Skeleton $4.5535.0085 eg 00 8. 75812. a5e3. soeeeee 
622 D.C.Weatherprf ............--- 13.0014.65 ..... 5 30.30$40.85 
624 Wthpf.Trans.Bell..... ..... ...6- 18. “3017. 93 édene a. "85 37.10 42.30 
Edwards 
Name No. Size Description Price 
Nubel 735 24" Two Coil Non-Adj ust. -Gray Enam. Bell $ .65 
= . ea uzzer -60 
Dixie 720 2%” ys e Class C-Non-Adjust. Bell -95 
7 en cease - Buzzer .90 
Combell 737 2%" ral Coil Non-Adjust.-Gray Enam. Bell & 1a 
Tubell 738 .... Dble. Coil Non-Adjust.-Gray Enam. Two Bells 1.20 
Cadet 710 2%” Two Coil- Class B-Adjust. ell 1.00 
e ee ” Buzzer -95 
e 712 3” . _ yo lee: = Bell 1.25 
Sa 714 4” 7 S .. Ys Bell 1.60 
« @ Duets * ad 7. e Cow or Sleigh 1.80 
Buz-A-Bell 730 244” Two-Coil—-Class C Comb. Bel! & Buzzer 1.20 
Monitor 156 3” Monitor Bell—-Nickel Plated Gong 1.50 
Bronx 750 1%” Nickel Watch Case Buzzer 1.25 
Buzzer 16 .... Flush Buzzer fits Standard Switch Box 2.40 
Ringcal | 660 nd ell , - _ .85 
Tucall Gee” “sees “ Bell & Buzzer fits “ S S 1.20 
Melocall me '-sh eu ° TeréGe.* ° y- 1.00 
Buzacall Ge. -ct.a6 - Buzzer as ws . .80 








| 
| 





PUSH BUTTONS, TREADS, SPRINGS 


STANDARD PUSHES AND TREADS 





Description Price 
og gh ee ee .18 
Ne Ss Tekh 6 sh pda neon 0s db 006s'be mn ee¥e -20 
Round 24” with Card Holder Stamped Brass...............ccceeceee .35 
SUE CE MN 5 oon obo wo o'0n% 06 60.0.0 00 66 vbibs 4 onnde .35 
Rectangular 334x134" Stamped Brass. .......... cece cccccccccccucuce .35 
Oval 23471% camped P+ demiadeskavhtuostd ak se vdanbtaedisct . 25 
Oval44x2” "‘Btamped UGA Shinn a 66Kie a Sas bs Kd. 40 460.40 en week -40 
Pear Push Buttons—Wood or Composition. . Tertir ret ae. 
Pear Push Buttons—Metal, Nickel or Brass..............eccceceeeees 85 
Desk Buttons—%” PMS TAU led bacs sa Uh ecantau ec etdaeoos -75 
Desk Buttons—i¢” Hole—Nickel . STOTT PEE Eo cee et ns 
Desk Buttons—% ED nis on dascdstn cevienaniteerenc, .45 
ey WO RS CEN ING ds 5 0.5 cacdevews 60 vcbbveseseduunie 2.40 
Table Clamp with NS ih, cl ennse 0 Nb 6454 Ub saree neds odds 68 ve 1.00 
Floor Pushes Combination Nickel. .85 
ae eee 6 iss cnn dule-vinnOeenes dabnubertaks 1.50 
ee na odds 6 otha stn cnsp enh wos .20 





BAKELITE OR COMPOSITION PUSHES 
Round Plain 17%” Diam .$0.30 Rectangular Plain 154x3%%”..... $0. 














Octagon Fancy 14x13" Diam. -35 Rectangular Fancy 1%x3%"..... .60 
Oct.Card Holder 24x2{"Diam. .40 Rec. Double Card Holder. ...... . 85 
DESK PUSHES COMPOUND 

With Buttons 
1 2 3 4 5 6 
Make and Description Button Button Button Button Button Button 
Edw. #146-Bakelite Block..... $2.10 $2.50 $3.20 $3.65 $4.50 $5.25 
Edw. #197 Less Cord Bake.Bl.. 3.50 4.75 6.00 7.25 8.50 9.75 
Edw. #197 with 6’ Cord Bake.B! 4.05 6.10 7.75 9.45 11.15 12.85 
Edw. #190 Wood—Less Cord.. 4.00 5.35 6.60 8.10 9.40 10.80 
Edw. #190 Wood with Cord.... 4.45 6.65 8.35 10.30 12.05 13.90 
Fara. #4C Wood Less Cord.... 2.00 2.30 260 3.05 3.50 3.90 
Fara. #2A Wood Less Cord.... 4.90 7.00 8.50 10.60 12.40 13.80 
Fara. B.D.P.Bake. Less Cord. 3.50 4.75 6.00 7.25 8.50 9.75 
Fara M.D.P.AllMetalLess Cord 6.00 11.00 16.00 21.00...... ...... 
P&W #4 Wood Less Cord. 2.60 2.80 3.50 4.30 4.85 5.60 
P&W #5 Wood Angle Less eee ee 7 Se 13.95 
P&W #12 Wood Less Cord.... ...... 3.30 4.25 | nee 6.00 
PRs AND WINDOW SPRINGS 
rings Window Springs 
Open Cireuiy Dex Door Se 1. See $0.40 Open Circuit Single........... $0.60 
Closed Circuit Door Spring...... -50 Open Circuit Double.......... .85 
Open Circuit Make and Break. -50 Close Circuit Single........... 1.00 
Open Circuit Door Trip......... 1.00 Open Circuit Transom........ 1.60 
OTHER PUSH BUTTONS 
Ansonia 
Round Stamped Price Round Cast 
514 14” Loose Back........ $0.25 511 1%” Loose Back.. 
515 24, Loose Back........ .35 512 2%” Loose Back 
579 Piush Push........ 1.00 508-10 2%4” Loose Back 
E33 ist Flush Push........ 1.00 540 2%” Loose Back 
550 2%” Loose Back 
570 2%” Loose Back 
F-33 Stamped Flush Push....$0.70 545 Oblong 2 Gang for Cards.$1.85 
G-33 Stamped Diamond Push. -70 545 Oblong 3 Gang for Cards. 2.65 
521 Stamped Push......... -75 545 Oblong 4 Gang for Cards. 365 
528-534 Stamped Push......... -95 546 Oblong 1 Gang.......... 1. 
536-537 ao Push Loose 547 Oblong 2 Gang.......... 1.50 
hm itica es Kemet 1.00 548 Oblongl Gang.......... .75 
538 Sumeed Oblong nel 1.25 549 Oblongl1 Gang.......... 1.20 
541 Oblongfor Card ..-- 1.65 577 Diamond Push.......... .70 
544 Oblong for Card. 1.20 578 Diamond Push.......... .75 
Combination Floor Pushes “Compiete DE dibidan seed ebdeeecche nie das 2.50 
Pee BORD WORE Ne Snnaah Wad Hiv ebcwd oc ietcsynccenec cscces 45 
Edwards 
Round Desk Buttons Oblong Push Buttons 
ee I Se $1.40 602—2 Gang for Cards........$0.95 
CO” MN. «  cutebbiescas 1.45 607—Single for Cards......... .35 
ewe DED, » ocx cd pate 6s eae 80 G06—Single............cccccce 40 
1786—2%%"” Watertight......... 3.00 650—Sinele Solid Cast Brass... 1.05 


These prices apply only to the United States 
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Brackets, Racks and Wireholders 





Cords, Fixture, Etc. 





BRACKETS, RACKS AND 
WIREHOLDERS 
Findlay—G. E.—Hubbard—Joslyn and National 








HOUSE BRACKETS 
For Pin Type Insulators, Less Insulators 














No. of | No. of 
Description Wires Speng Price | Description awe Spacing Price 
One $0.25 One soe $0.25 
Light Type Two .-55 | Corner Type Two 9” .55 
Three O34" .90 Three 6” .80 
One -40 
Heavy Type Two . 80 
Three o36" 1.05 
' 
HOUSE RACKS 
With Insulators Attached 
One eae $0.40 | Two 4” $1.05 
Four 4’ -90 | . 8” 1.55 
Light Type Two 6” .80 | Heavy Type Three 4” 1.70 
Three 3” -95 S 8” 2.10 
“ 6” 1.20 Four 4° 2.20 
Five td 2.70 
WIREHOLDERS 
Separable Base With Insulator 
Light Type Two 6” $0.55 Light Type Three 4%" $0.80 
ad 9” .60 e 6” . 85 
WIREHOLDERS 
With Insulators Attached 
One eae $0. 30 | One ese $0.65 
Two 6” .55 Two 6” 1.25 
Light Type « 9” .55| Heavy Type * 9” 1.30 
Three 44” 80 | Three 6” 1.85 
« 6” .85 | e 6” 1.05 
SECONDARY RACKS 
With Insulators Attached 
Two 6” $0.90 | Two 8” $1.30 
Three 6” Ss. = | Three 8” 2.15 
: : Two 6” } Heavy Type Two 1.20 
Light Type Three 6” 120 Three 4” 1.35 
Two 8” .90 S 8” 2.00 
Three 8” 1.30 





WIRE HOLDERS 
All Porcelain Screw Type Single Point 


—— 




















B-SUNDRIES, BOLTS, ETC. 


CARRIAGE BOLTS 







































Galvanized 
oo 3 oe em. 8” 5 Ld 6" 
" Diam. Each.. $.03 Hen $.04 $85 $.05 He $.07 
Bie 7 6s ae -07 .07 -08 .08 .09 -10 
MACHINE BOLTS WITHOUT WASHERS 
Galvanized 
Length 
3’ or 5” Ld aed 8” 10” 12” 14” 16" 18” 
oi = $. me $.05 $.06 
07 108 s2ib sii 8.2 9.44 91:8 o¢id 9125 
a a 8 "DO 1p 124 12? 130 [88 
FLAT CROSS ARM BRACES 
Galvanized 
Length 
20” 22” 24” 26” 28” 30” 32” 
WVGxS.cccccccccccccsese $.15 $.15 $.20 $.20 $.25 §$.25 $.30 
Hr ei eocce eccccccccccce 15 -20 .20 -20 25 -25 .30 
STOVE BOLTS 
Round or Flat Head 
Leanth 6" Diameter ‘ 
ngt Ld 7 or oe 
Uptol” Long Per Dozen....... $.10 #40 $.12 345 $00 
1% tol” “ ’ = . -20 -30 
to 2 ys pod -25 -35 
2% to 3’ ° e .80 -40 
3% to 4” oa a .35 45 
5” 6” 
Size— Diameter Lon Loos Long Lon Long Long 
&g" Long Price Each...... $1 $.1 hede $.1 coos eons 
otis « 7 se eee -10 $.10 -10 abe Ka 
— red pe 10 .10 .10 -10 $.11 $.12 
s Se » = -ll it -12 12 -18 -18 
— wl ° 14 14 15 
NOTE: For Brass Toggle Bole—236 ‘times above prices. 
REDUCING WASHERS 
For Outlet Boxes & Steel Cabinets 
Reducing Washers —. 1%" 1%° 2° 2%" 
Thoanas & Bette. .ccccccccccccsccece $.02 $.02 $.03 $.04 $.05 $.06 
RR. BH. GeeeR. .ccccccccccccssescccces 02 .04 .07 08 .10 .35 
K. O. SEALS 
For Outlet Boxes & Steel Cabinets 
For Closing +s" ie Chae sec00c0c eo esse nts esecns ee cesccooessoe ce $3 .04 
For Closing % 34 "fo Shasee coe ae 
Wee Cee Oe Sins on oencs nas Vader ba bine ss 666600 usteane ve Se 
Ceiling Button—P & S Porcelain No. SE cad sctesenseuscens 12 


Switch Bases—See Snap Switches Page PL-19. 


CORDS, FIXTURE, LAMP AND HEATER 


FIXTURE CORD—ONE WIRE 


Price Per Foot 








Type No.18 No. 16 No. 14 No. 12 
Cotton Covered—Light..... $.01 $.02 .02% .... 
Cotton Covered—Heavy ; .O1 -02 .03 $.04 
Artificial Silk—Light.... ° -01 .02 .03 coos 
Artificial Silk—Heavy............. .01 .03 .04 








LAMP CORD—TWO WIRE 


Price Per Foot 


Type No.18 No. 16 No. 14 No. 12 

tt Co d Twisted Pair........ Cc s. = $.03 $.04 $.06 

Capes “ney Stee... 2 Ce Ailes: 

“ Twisted Pair......... PD 03 ' ‘as 

Artificial Sill Twisted Pair .......... Cc -02 04 -06 eer 
Parallel Pair .......... PO .02 -05 -07 





LAMP CORD, REINFORCED—TWO WIRE 


Price Per Foot 


wy pe No. 18 No. 16 No. 14 No. 12 
Cotton Covered ll Type i6- P $.02% $.04 $.07 

Weath f 2: PSWP 0334 Of = s. se 
eatherproof ........+00+ d onan 
ee eae ig: PWR 05 07 “id 





HEAVY DUTY PORTABLE CORD 
*“‘Duracord”’ or Similar. 


Price Per Foo 
No. 4s No. 16 No. 14 No. 12 No. 10 
Type PS Light 2 Cond. Port. see $.07 
PH -08 $.08 $.10 $. 12 $.16 
-12 15 -20 


cavy 2 
3 .07 .09 


These prices apply only to the United States 


GOA s « 6.6066 06 06 6606006000808 0605 00S 0S 000 SeEeRSOSCCSCbeCsCeS $0.20 
Lis gxd% eRe SESE SESH SEHHSHHHESHSEHOEE EEE H EEE EE EESEEESEEEEESES 14 
II 0 «co. sang. san cate nd aR Dee taa aN atiaiad “25 
SENN... <.6 i tecn Gece bb gpaedactiieaana banded ssasedbeuseltrutd .20 
Swinging ne ih Mc. opcdenndatus bos bukaeinenente tate cddiadew .35 
Oblong MEE TTTTTTTITTETT TTT .35 
Round © £0600 6050505060 6656S 0000S Cereb onnsebedeCEs .35 
Rigid CRS TOG, onc no ce cues setae neneewendneesseeeeesneeentenés 25 
Large Oblong Reed ..ccccccccccvcccccoccescnccsccccceesooces .60 
SPOOL INSULATORS 
All Porcelain For Secondary Racks 
SP WRG? Cene Greaves ov ccccccccsccccresecdésetcsussccoecescesoseess $0.20 
3” 13%" Two © 60600e600be60secstaseebebunetdennsecéenenstece 25 
3” x3%" One ETI TTITTTTT TTI TTT TTT TTT .30 
2 6x24 MEETTTTITITITITITITITTTT TTT 1 
24°x24" * © cccvdnvncrecdudasansestevcsctecssoceszecesees 5 
a. WW cocceteres thease eaghenaeteuasenimaabiaemntes 118 
Oblong-Light Type........... WTTTTITITITT TTT Titi Tritt 15 
© Heavy Types oc ccccccvcccccccccscccccccvccccccecccccccccces -18 
UNIVERSAL RACK UNITS 
Rack Foot...ccccccccccscccccccesesecs coccccoccccccce eecccccccccccs $0.20 
OY Bxtenete ccccccccccccccccccccccceccceccecencecccccecsecscecece -25 
8” SG  CbSOSeCOOSES SCOR SDORSSCESESORSOOCSEDOCSCECOEESESOESCS .35 
12” © = gob 60h nbcenceehees5eunnsebeenseoegneeeseeessenéetseces 45 
INSULATOR SUPPORTS 

Universal 

Size Price Size 
MUTT TTTT TT TTL eevccces 24 FD .ccccccccccccecccccesecee $0.60 
3G” . cccccccccccccesceeoccse -40 FT ccccccsecocesoevcesséoens -65 
BOE” 0 0.00bscecccebesoseceves .50 BEE cacccncbdsdencceccsseees 85 

WOOD BRACKETS & PINS 
Standard 
Woes Brackets 
D54x2 210... .ccvccececsees 15Gx2 £12... cccscccccesees $0.08 
B3GzB BIB. . ccccccccccccces — Bi eBICzIB. .ccccccccccccces -10 
Ddgx2Eal2..cccccccccceces .07 Be ABPERIB. cccccccccccccces -10 
GB DW WB.cccccccccccccese -15 
Pins 
segues 1i¢x8 peseesdsoesenns $0.05 Locust L3GaB.. .ccccccccccce $0.07 
Oak BB. cccccccccccece .04 Oak 19GB... cccccccce cece ¢ 
30 
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Cords, Fixture, Etc. Cutouts or Fuse Blocks 
: 2» cop AEE, RUBBER CORD CABLE, ARMORED & NON-METALLIC 
*Tirex”’ ‘“‘Royal” “Super —— if ere SHEATHED 


No. Xs No. ie No. 14 ~~ maf No. 10 


Latox 2 Cond. Black, Green or Brown $.05 








Sj, Junior 2 Conductor Black.. eee 3.08 6bn0 coe é0ee 

2 Green....... 07 -10 eee ecee evee 

wa, Se sa Blach....... -ll 14 eee cece cove 

$ T. Heavy 1 Conductor Black oa | 08 $.09 $.10 $.12 

ie hae po Se Tee pee Ex 

ik ee le © at ee. oe en a 

>. = .. 8 as © «ae -20 -28 -36 45 

HEATER CORD 
Price Per Foot 

Asbestos Covered Two Wire No. 18 No. 16 No. 14 No. 12 

Stand. Twisted or Wound Apbest. 14 03 $.04 $.05 $.08 
American Beauty — Cord Super 

Pin 6 ced nttgaess ounce wens .09 12 -21 

Rockbestos Heater Cord.......... .07 -08 .10 -20 

Universal No. 9092 Super Flexible... ones .08 ative acee 

MISCELLANEOUS CORDS 
Price Per Foot 

Description Type No. 18 No. 16 No. 14 

a” ree CB $.03 $.04 $.05 

CD CM vcceccctccoccenctés .06 .08 

DD Mss o.o 40000 6bic ccd es Gakws PWP -05 .07 -10 

Packinghouse Cable................ PKWP .04 -06 -08 

Stage & Theatre Cable............. = .04 -06 -08 

Packinghouse and Stage Cable...... K ° .06 -08 


aps ae onsen, Ge Gegete and Packinghouse Cable, which are no 


nger Approved by N 





CONDUIT, ELBOWS, COUPLINGS, 


BUSHINGS, ETC. 








RIGID CONDUIT 


Cuttin Cyrting 


Black Galvd. Threa 





~~ Foot a ee Foot Per Thread Pe Per wr cat 





09 
-12 ° 13 -20 $0 
.17 .19 25 -10 
-23 -25 -30 «15 
° oe -28 .30 35 15 
Sacccveccoceoce ecccce coeccce -38 42 40 220 
BE 6.006s0e60seneseeeee eescece -60 -66 50 25 
Secccesoces Sereccnsesesese ee .78 87 -60 .30 
GT 06 0000dsceedeseeseecnes toes .99 1.10 70 .30 
Pro cecccvccionscccesssrenéve oe 1.21 1.33 280 .80 

THIN ,WALL CONDUIT 
4" 34” 1” 2” 
Threadless ...... Per Foot$0.07 $0.09 $0. ip = = $0.17 $0.21 
Adaptor Wpf. . -Each .10 15 -26 -85 1.30 
Couplings or Conn... * 12 18 .30 85 1.30 
——- for Flanged 

ERE A ee 19 15 23 50 -60 -95 
en OD COePIccec cesesd sdecee sécsoce 50 60 1.10 


NOTE—No Coupling is included in the above thin wall prices. 





ELBOWS OR BENDS, COUPLINGS, OR UNIONS, 


BUSHINGS, LOCKNUTS, REDUCERS 
Price Each 
Erickson 
Coupl. or 
SA Bends or Elbows Couplin Bushings Locknut Unions 


Black Galv. woe Galv. Galv. Galv. Galv. Reducers 


. $.15 $ .17 $ .09 $.10 $.0155 $.01| $ .30 
4" +19 .23 Ts otis 0a 01% .40 





-29 34 17 19 .05 -02 55 +26 
1K" 41 -46 24 -26 «=6.07 04% -90 40 
1” 55 62 .30 33 =6.10 .07 1.25 -53 
2 88 1.00 40 44 -16 -ll 2.70 -66 
2" 1.45 1.66 58 -61 -23 17 5.15 1.24 
3 3.80 4.33 -76 -82 .35 -28 8.35 1.67 
336” 8.30 9.54 1.00 1.10 .67 » weer 2.48 
4 9.15 11.00 3.88 8s 8. -50 eocce 3.40 
Also on Page PL-10. Also on Also on 
a Page 
P PL-12 
CONDUIT PENNIES 
Size Size 
Fecace cocvccccoce $9.01 ae. “aeowweteed eeccecce $0.04 
mw evocccovececoesees -O1 BOE .cccccesecvceeces ° -05 
DF coccsescsocesoese 01% MP  masewekesdededsode -07 
BEE cecdcoctvveseoses ° -02 WE cccccceses eecceces .08 
Sey .03 i nnn eee eek es .10 





FLEXIBLE METALLIC CONDUIT 
“Greenfield”’, Pas = pal or Similar 


” ” ” 


Double Strip Per Foot.. 

For Fittings for Metallic Conduit See Pa e PL-14. 

For Non-Metallic Conduit or Loom See i PL-15. 

For Steel Armored Cable & Lead Covered Next Item. 


Single Strip Per Foot... . "Foe 3 et $.10 $.14 $.30 §.35 0.8 6.0 
4 =26©«.18— (iw .38 


or 





RUNNING THREAD, PIPE 





Poles pet Peet. « o0.00 0640000008 00000086005 s sae" ‘* sis $%s 
CONDUIT wooD PLUGS 
: m Me Uh 
Bales Bath. .cccccccccsces Se ‘os $.04 $. $.14 $.22 


For Pipe Straps, see Page PL-25. For Solder, Sticks, etc., Page PL-25. 








ARMORED CABLE, “BX”, “ABC”, “FLEXSTEEL”, OR 
SIMILAR 


Price Per Foot 
No. 14 No. 12 No. 10 
$.04 $.07 §$.10 





Two Solid Single S 
CONDUCTOR Stranded a Fd tes eves ones 
Solid - Ss 07 .09 -12 
CONDUCTOR Stranded ~ = seve cece eves 
CONDUCTOR 215 .18 -22 
ONE Solid -08 -09 -10 
CONDUCTOR Stranded 


cone eese -ll 
OVALFLEX 2 Conductor -09 13 +20 





3 Conductor 13 -20 eevee 

Price Per Foot 
No.8 No.6 No.4 
TWO solid Single Strip 6st ase 96ee 
CONDUCTOR stranded > elie $.17 $.24 $3.38 
TH solid SS .19 sees eens 
CONDUCTOR Stranded >? -20 -27 45 
CONDUCTOR Solid = .33 45 .68 
Solid ls «ll 13 ees 
CONDUCTOR Stranded -:'s -12 -14 24 

Double Strip Armored Cable add 30% to above prices. 

Anti-Short Fibre Bushings for ABC Cable, Each... ........++++ cocccce O08 
Clips or Staples 3%” for enaned or Non-Metallic Cable, 1 Santee -O1 





ARMORED SERVICE ENTRANCE CABLE 


Per Foot 
men 8 No. 6 No. 4 
Two Conductor Stranded Service Cable. ........ +» $.24 $.30 
Three Conductor Stranded Service Cable.......... -27 .34 $.43 





“ABC” LEAD COVERED ARMORED CABLE 
Price Per Foo’ 
ie 14 No.12 No. 10 


Single Conductor pens Lead Covered o-oewescecococe 
ded “ 





Strande cesecececocees eons 
Two Conductor Solid - Seccceoce esees 212 $:i8 $:22 
Stranded “ S eansesecionces cece ese cose 
Three S solid sed GS beeccsccceesoe ooh 24 .30 
sad = Stranded “ ST etccccccececce cece coos cece 


Price Per Foot 
No.8 No.6 No.4 
Single Conguster Bot Lead Covered TITTY TT TTT 





























tranded “ itinensiecas ae $:20 seebe 
Two yd Solid ° OS  ebenesce coecee cess ee: ooo 
nd e Stranded “ © 66 Cundetednas -32 43 eoce 
Three Ps Li - S  “eovesececooees cose oes eee 
<i S Stranded “ O obese cocccces 43 .60 $.80 
**ABC’”?’ ARMORED LAMP CORD . 
Single Strip No. is “Ne. ot No. 14 
Plain Armored Lamp Cord, Two Conductor..... cocce 8. $.11 $.14 
Add 30% for Double Strip 
NON-METALLIC SHEATHED CABLE 
*“Romex”’, “‘Loomwire’’, ‘‘Wireflex’’, or similar 
(With or Without Ground Wire) #14 #12 +=#10 «#8 #6 At 
2 Conductor per Foot......- weestasés $0.04 $0.07 wo. $0. 4 $0. = $0. > 
3 Conductor per Foot........s.se0s -07. +.10 ‘ 
Fitting-Straps Each.......cccecseoee .O1 -O1 ‘OL ‘OL ‘Or ‘O 
Fitting-Clips Each........ceecseeseee -03 .03 . Pere 
Fitting-Connectors Each............. 10 = .10 a a 
PLUG CUTOUTS 
30 Amp. Porcelain 
eae Price 
Single Pole—Main Line. Cevevececveccoes 62569 $.30 
i cnwccccecencesonens 62965 -40 
Triple “ >, o0eseneee 62165 60 
Double Pole Baste Braneh . eee 61935 -40 
en. & sasseceantces 65 
beg “ Single or Double Cross Branch ° 8020 55 
Triple to D. P. Double Branch........... ° 62199 -70 
Tri ple Pole pace BOOSER cs ccccccccvoveccess eoee 8042 -75 
Se. ov vgbndscbasseeswrsteenensessses 62135 .90 
ENCLOSED CARTRIDGE CUTOUTS OR BASES 
Porcelain Base, 250 Volts ly ling meg 
Single Pole Main Line Enclosed Porcelain. $s. $ .85 $1.25 
Double “ eeececce -65 1,30 2.50 
Triple “ 4 = . - so oe 1.80 3.65 
Double Pole Foe Boaget Poresisi. ee , x ae ates 
Triple to Double Pole Double Branch Porcelain .. 1.50 3.85 road 
Triple Pole Single Branch Porcelain .........++- 1.30 2.70 ‘ 
Triple Pole Double Branch Porcelain ........se0+ 2.00 5.40 e 
Single Pole Main Line Cutout Base 600 Volt...... -80 1.10 1.60 
SLATE BASE 
250 Volt 600 Volt 30 A. 60A. 100A 200A. 400A. oon, 
Single Pole-Slate Base-250 ¥ sspanaie $.60 $.90 $1.25 $2.10 $5.50 $ 6.60 
GH Ws c0es boca. cacs - ee “ae 7.15 





Prices ¢ on cutouts do not include fuses 


These prices apply only to the United States 
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Threaded Conduit Fittings 
C-SUNDRIES Multi-Size Screw Anchors 


Screw Size 
5to 10 8tol4 16 to 20 16 to 20 
GROUND CLAMPS Length of Anchor 34” P 1” 1%" 
% tol” Ks se . a we” ad to4” | Price Without Screw , , $0.06 $0. 
Standard Adjustable Ground Clamps, a oy make $. 12 3 $.35 
No. , * No i” No. 6 


Blackburn..... s Pye .? $.28 $.35 $.45 LAG SCREW ANCHORS (Diamond or Similar) 


B Takes Lag Screw %" ° “ur . 
Other Types se % 2 eh 6S:Dh 6a 6 Price Without Lag Screw. .$.15 $15 34s sis 35 
Chase Shawmut 3660-68 * = 0.38 $.35 v.s 6.2 $.60 §. $.70 Takes Lag Screw Sy ” 4 + 
G. Vv. A Series 5000. 30 .35 60 .65 .70| Price Without Lag Sciew.......... $.40 3. + 


STRAPS, CLIPS OR GLAS 
1" 136" 1%" 2” ” 3 
Galvnazd. Straps, 2 Hole Ps 01 $.01 $. O1 $.01 $.02 $.02 $.04 4 $.06 
Per Poun $.20 FUSES 
No. Straps per Pouud. 45 20 13 12 7 5 4 
Light Steel Straps,1 Hole .04 . -06 .08 ... coe con ene one 
pal, Iron Clamps,1 Hole .04 . -06 .08 .12 -18 .35 .50 .65 
P & S Conduit Ciampe PLUG FUSES 
With Bolts-Series 1400 : ° . ° 25 
Clips for Loom 2c Each or 3 for 5c Standard Plug Fuses—Any Make—$.07 each or 5 for $.25 
(See Also Page PL-27) Some Manufacturers PZ aad fuses up 4 in a box, in which case they 


should be retailed at 4 for $.25 
CORD & WIRE CONNECTORS 
SOLDERLESS & TAPELESS WIRE CONNECTORS ENCLOSED FUSES, NON-RENEWABLE 


Insulated Solderless Connectors similar to Bryant, G. E. Ideal, Marr, Sherman, Non-Indicating Indicating 
Ss. R. E. - 


Weiss & Biheller, Wiremold, Etc. Small size “ oconee Price Each Price Each 
Medium Size 6c Large Size » .10c 250 
Porcelain Solderless Connectors similar to G. E. ‘Ide al, Simplex Wiremold, etc. = Volts 600 Volts Bas 600 Volts 


use use 

Small Size 4c Large Size.. am , o SS $ .25 

Non-Insulated Solderless Wire Connectors, 2-Screw Type, All Metal, similar to me 25 “40 
“No Torch” and “Sherman” Each + 8. Yes " ' 

SET SCREW CONNECTORS 

Round Brass 












































No. 
Wire Size 8 
Divided ae —. -12 Li $.15 


1 
18 
Hole: Thru : 1: 





" > No. 
Wire Size 2 2/0 /o le 250 Volts 600 Volts 
Divided Wall-2 Screws K eoee 3 .50 $1.1 $.03 3.05 
“ “4 4 "3: "33 $135 rt i 35 to " " .05 06 
Hole Thru 2 -22 <7 eee ogee ° ° -10 -10 
- es 4 ; 30 40 5s .6: . : 4 4 
SOLDERLESS CONNECTORS : : "60 :60 

Dossert, Frankel or Penn-Union 

No. No. No. No. 

Size Cond 3to1l1/0 2/0 1 4/0 250,000 300,000 4 500, 
2 Way L’s ar teeter het $1.40 $1.65 $1.90 2. $ 








STAMPED SHEET METAL LINK FUSES 


2.40 2.85 
Lugs FB Ang... 5E ‘70 S$ . 1.20 1.40 


CORD & MOTOR CONNECTORS 
ow N Le ~ © aed Sa noo? Only 
Arr NO svoO. i rice 
Midget Arrotex 8239 x ea ee THREADED CONDUIT FITTINGS 
Motor Conn. RP-8221 .6 8221 oe RP ° 
; + Rie 1 Be RA 
: . RG-8281 1.2 8: 7 RG ; STANDARD TYPES, COVERS EXTRA 
RE-S00S : : . -50 | “Condulets” ‘“Taplets” “Unilets” ‘Electrolets” ““V. V.” 
Bryant . ' “*Adaptilets” Etc. 
“ee eC: " — Ue S| Lele oe 
— ath + me : , : $ .32 $ .41 $ .f $ .82 $1.06 
J X-5103 pe 2 -38 -47 66 1-65 1.98 
°66 186 ; 1.65 2.11 


2. 
Cable Taps 1.05 1. . 2. 2.40 2.85 . 4. : ._F-H-I-_1- 
3 Ways & Y's O05 "75 2 ry Type of Link. B Cc D E-F-H-I-L-M 
2. 





to C Distance... 1% 2% 23 See Catalog 
Pea tendvencsecnicoee $.10 $.10 $.15 $8.30 








GE 
Cord Conn. 1346-1347 


Hubbell 


Cord Connector 
. “ 


“37OOw> 


.38 .46 -66 1.06 
For Special Form 6 Entrance Fittings See PLAS. 
-66 1.06 1.65 2.90 


» 
P 
ec 
7 
a] 
Fe 
U3 
e 
we 
w 
wo 


. 


: eee & 


-53 . - 86 .39 
‘ 39 


rc 

Le] 

P 

= 

= 
me 

= 

” 

wo 
bee es 


PC-PL 
PT 


PX 

T All One Size 
TA All One Size 
TB-TL-TR 


» ms 


BO obo 
to D 


Weber 4 : 
Cord Connector .60 ‘ X All One Size 

: Gaskets 
Wirt Reducers 
Cord Connector 56 . 55 Conncetere < CCT 
NOTE: For Attachment Plugs and othe r caps—See Pages PL-16 & PL-17 Unions U. N. Y. 


E-SUNDRIES A esascahd 
EXPANSION SHIELDS & ANCHORS B 
(Ackerman—Johnson—Chicago Expansion Bolt So .coy 
—Diamond—Dryvin—Packtite—Paine—Star or Similar) E 
s . ints Sees Not —o. near wah Meld F Form 7 
=xpansive Screw Anchors or Caulking ammer Drive Anchors Wit ai 
Anchors for Machine Screws or ‘Bolts. Size of Shiel id i LB-LF-LL-LR-LBB 
Size Screw or Bolt Price d $0.05 LFB-LLB-LRB 
6-32 Screw $0.06 2%"x1 d LBL-LBR-LW 
32 * 07 « P T All One Size 
TA All One Size 
TB-TL-TR 
U-UB 
X All One Size 
Gaskets 
Reducers 
Connectors CCT oss 
Unions U. N. Y. 3.63 5. 
For Form 6 BL Fittings See PL-13 


These prices apply only to the United States 


7) 
ow 
NwOr why: 


Bemeerets: : 


~ 
© 
tet et et et DO OO 


a 
nw 





SRB SeREBe 
Be... 
weses * seks 


Con 
° 
3 
+ 


5.20 
Special Form 6 E rance Fittings 
17 .45 


13.00 
13. 


13.65 


13.65 
15. 


-08 
-10 
-12 
15 
.18 
-20 
-20 
-30 


Peoweneseocroa romescole 
= 
WOO: © DONE AONE 


: SeeeeNeneee 


HF; &, NNO: PNSSS 
'] Sepa! B! eee 


eee eereeeen 
. 
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Threaded Conduit Fittings 





COVERS 
For Above 


Porcelain Covers with Holes oot eebabwen’ 
Composition . 


_ 
. 


bad 
Rawbeei : sais 


iiss ising 
fe 


a 
+ 


Porcelain pas 
“ Weatherproof 
Metal Covers Blank Sheet Steel 
“ “o 
“o “oe 
o “ 


to 
SN 


Porcelain Covers with Ho! cs 
Composition * 


“ For Drop Cord 
* Weatherproof 
Metal Covers Blank Sheet Steel 
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RECEPTACLES & ROSETTES 
For Threaded & Threadless — 


20 “ 250 “ 

10 “ 250 “ 

Be = = 

20 “ 3 “ 
Lamp Receptacle 660 Watt with Shade Holder 
Cord Rosette 





FS SERIES FOR FLUSH DEVICES 
Shallow Type Without Covers, Any Make 
Outlets” 
One 
Two 


Three 


No. Gangs 
Single Gang 


os 
Rn 
—_ 


co 
Two Gang 


2 Gang Ta ndem 
Three Ga ng 


° Four 
Four Gang 


One 
Two 


e aa Five 


02 68 BO BO BO BO OND et et 
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COVERS FOR FS FITTINGS 


For Threaded & Threadless Fittings Single 2 3 
escription ang Gang Gang 
Metal Cover for Flush or Surface Push Button ieveneany 


Metal Cast Covers Guarded for Switches 
Covers for Single Flush Receptacles 


uplex 
Lift Cover... 


$ .59 $ .79 
1.32 1.85 


it) “ Single “ “ 
se with %& Brass Nipple 
“ “ i “ 

= For Pilot ah 8 
Iron V aporproof with 
Brass _ 

Blank Cover ay Steel 


Rec. with Jewel. 


“ perating Mechanism. 





COMBINATION COVERS FOR FS SERIES 


2Gang for One Switch and one Sele. or Duplex Receptacle 
Bull’s Eye with Jewel 
One lift cover Receptacle 


a 
2 os “ “ “ 





RECEPTACLES & PLUGS 
Type 3 Pole, 250 Volt D. C.—600 Volt A. C. Style 1 


Crouse-Hinds or 15 
Similar 4” 
QEE Receptacle $9.60 
QE _ 9.50 
A S vine $19. 60 $19.70 $21.20 $21.30 
AJB . — 18.80 18.90 20.90 
CP Watertight 
Plugs 11.50 16.85 


11.50 16.85 





G & H WITHOUT ADJUSTABLE BAR 


Ty 
Crouse Hinds 


10 Amp. 
or Similar = id 


1. 
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G & H WITHOUT ADJUSTABLE BAR—Continued 


Type 
Crouse Hinds 


2A 
or Similar ” 


$. $1.32 
52 


1 
1. 
1. 
1 
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- G & H WITH ADJUSTABLE BAR 
Crouse Hinds 
or Similar 


— me mt eS te ee ee, 


a 


Type 
Crouse Hinds 
or Similar 
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COVERS FOR G & H SERIES 
Threaded & Threadless For G & H Fittings 


ithout 


Adjustable Bar 
. 10 Amp. 20 Amp. 
$.33 $ .53 


For G & H Fittings 
With 
a te Bar 
“can 20 Amp 
$.20 $. 
.13 
-26 
. 26 
.33 
.40 
.46 


Description 


*» 


SSRsseeeEs 


Porcelain Cover with Wire Holes. . . 
Blank Sheet Steel Cover 
Cast 
Sheet Steel with 4%” Brass Nipple.. . 
7 iti “ ” “ ‘ 
4 rome 
%” 
“ “ “ee ” 


Receptacle Covers No Shadeholder.. 
‘ ee With id a 


: SBSSSHRs 





DEVICES FOR G & H SERIES 
Lamp Receptacles one piece with or without Shadeholder Groove 
+“ “ two “ “ “ 


“ “ “ “ without 





KA-KB-KC-KD... 22222: oo sercscccscescce 





DEVICES FOR J K SERIES 
Lamp Receptacle Ss. £ 5. On 





SERIES V VAPORPROOF TYPE 


Adapti Crouse-Hinds or Similar 


Prices include Globe & Guard 


x 


sarsa8y soouak 


EaSSSs 


These prices apply only to the United S tates 


Electrical Contratting, June, 1932 














































































































































































































PL-10 































































































Threaded Conduit Fittings Fittings Threadless 
ACCESSORIES & PARTS FOR V SERIES SHALLOW TYPE 
Price Series 14 
Form Form G.E., Steel City or Price 
75 200 Dese & B Num Each 
Globes only, clear glass. . $1.05 $1.05 | Body Gneosnal Shape ~ re or 34” Conduit..... SP-14241 8 
ONG a poccescieeone 1.45 2.25 Cover Metal F i eed eh enka enh eee . SP-14Cl -10 
yan “ green, blue or orange. 2.25 3.10 Ruieed with 44” Knockout....... pt P-14C7 -10 
. © Pin c6iscdcnnccers 3.10 3.85 | Cover Metal Flat Pendant with Bushing. inches 5P-14C8 12 
Guards Cast Aluminum. . 2.40 2.95 - Ae ’ S * eecnecs P-14Cl11 -16 
Half Shades........... fo 2.30 . « © with ¥ or 4% Male Nip.......... SP-14C22-24 +30 
Receptacle with Gasket............ aan .55 .55 pas © “ For all surface Mounted Devices SP-14C28 15 
Reflector Holders Cast Aluminum... ........0.eseeeseeees -65 -85 * “ Raised for Sign Receptacles......... SP-14C31-34-35-36 §.12 
PII a. oo 60:60. 06000660660606645enshdseescconessccecee 1.00 1.20 - “ Fiat for all Fluted Devices.......... $P-14C39 é 
e Porcelain with one or two holes. .......... 3P-14C75 & 76 -15 
« Three or Four holes ........ $P-14C77 & 78 -15 
GS VAPORPROOF FIXTURES 
Crouse-Hinds Cat. 2200 Page 56 es —t = 
Adapti Bulletin 107E Page 19B G. E.. Steel City or Price 
Pendant or Bracket Fixture with Recep. Globe and Guard Form 75.... $7.55 Description & B Numbers Each 
« a “ « = -“ os % * 200.... 8.45 | Body Deep Octagonal Shape ie |) = SP 54461 $0.45 
Cover Metal Blank Flat...........-cee0s08 e---. SP-34R1 14 
Cover Metal For Push pA SS SP-34R2 &3 14 
Single Receptacle .........0.0- R5 14 
FITTINGS THREADLESS “ “ © Standard Duplex Receptacle..... SP-34R7 14 
’ “ “ For GE 30 Amp. Polarized Plug Recep. SP-34R13 16 
pad © Fipepbled Geeta. oo 0 occ n0ta060 doce SP-34R14 14 
e “ Hubbell and Hal Tumbler Switches. SP-34R15 18 
STANDARD TYPES 
“Kondu” “Adaptilets” “Appleton” Crouse-Hinds or Similar COUPLINGS 
Size— %” %” 1° 1K" 1%" 2° 216" 3° 3%” 4° Price 
A Covers Extra.. $0. 4080. 5580. 75$1. 10$1. 50$2.80$6.45 $7.80$12.30$14. 00 smile Complete Coupling for 34 Conduit. eveccecoesccccece $.15 
B “ ” 45 J 3 85 1.95 2.45 4.25 6.45 8.55 10.80 18 SP-1 °° sete eee eeeee eeeeeeee eeeee 
Cc ns S .60 78 1.10 1:85 2.50 4:80 8.45 1 10.90 15.50 19.20 
co * . .80 1.10 1.35 2.25 3. .85.. ~ : Pe ee TT 
E - vs 45 .58 .85 1.35 1.80 3.60 6.45 7.80 12.30 13.95 FI INGS, ENTRANCE OR SERVICE 
nea Encoce .66 oan :- 2.00 2.75 4.90 8.70 11.30 17.35 20.45 
x F* 4G & Pere, ; — are sili “ ” 
T&aTB All 1 Size... .83 1.10 1.55 2.55 3.60 5.75 9.90 14.15 20.15 24.50 APPLETON 
TA 1 oo See Re BE nanan dwenssectinbeasnsnycuncans ares ” %” » 1%" 
one eee - 88 a ae Sc neratauskegsresscecesessarshe sucess FER Elbow wich Cov. 1700 & 1800... $.25 8.20 8.35 3 .45 
ceccces Je . ° . . De BO. cc eccccccscccccccecs a nahh : fi : Ge 8 
X All 1 Size...°.: 1:05 1.80 2.10 3.08 4.16 7.80...................... FC fod Fine wick Gon i7ab-aeaa 3 "25 «Wace 
ayy aes —_ a _ onan . -s . +. 
n itt. wit ov to ¥4.... . . . . 
TYPE UCC AND UCB MF Reversible Fitt. 3200-3230... ... 45 55 -75 =: 11.30 
Unions Thick Walls $.37 $.53 $.79 $1.19 $1.65 $3.30 $4.35 $6.20 $8.70 $12.40 1K" 2” 2%" 5 
in ae a Se WPT wech Haae’ cnece wucnas 4 4 3 
Conn. T <> ~ 26 37 76 ‘92 Gees. 508 ese 8de neon eoecns FEB Elbow with Cov. 1700 & 1900..... $ .85 $2.25 $4.00 $7.00 
Thin e Se Mt MP otnah ” shhh Rhka kde. Reed bbdne tines Pip mepow With Cow, BFEB te BB. ccccccs coves eevee coose eevce 
UCT PP nad i Ga. ia Bate. sobmt cues ped 400s. seas ceeeen Ln pe, CC PE céce. ehbne “6000  setce  cccose 
AY Angle Fitt. 1950 to 54............. a -"(ebee -edeee moses 
LAY Had Pies. wrth Cov. 1700 te 08.2... B.D cocce secce seeoss 
TYPE FS SERIES 
For Flush Devices *““CONDULETS’’—Form 6 
One Gang Two Gan Three Gang Four Gang K" e v 1m 
type “yt ae + sc +m « FT Ent. Fitt. with P. Cc $.25 ca $.40 2 2 
‘ 5 e Ent. Fitt. wi wee. Cat..c cece ‘ ‘ y . 
AR Se eee Bee ES lee LB Type Ent. Fitt. with Metal Cov..... 140 145 .60 1.00 
° 45 ° ° Ss ° ° 
18D one “aes OM). coor ee _, na ae 
FSL-FSR 1.10 1.45 eoee seen F Type Ent. Fitt. with Pore. Cov....... $1.00 $2.50 $4.50 $7.70 
FSLA 1.10 sane atnn LB Type Ent. Fitt. with Metal Cov..... 1.70 2.90 Gee  -etees 
FS 1.50 2.05 2.50 
FSX 1.85 2.50 3.05 45° -263 Ent. Fitting With Cover for Armored Service Cable baatevspens 0.08 
SF - eSe lS weienedenee J 
Kees Box Connector ws » - + apenbacnene .35 
TYPE G-H SERIES TYPE J-K SERIES CCY. os ee LE, SRN 45 
With Adjustable Bar Without Bar| J 1%” $1.05 
g rm 5 4 O0.85 00.8 . SS. “ELECTROLETS” 
1.10 § 
Form 10 44” 1.00 80 K i" -79 44° 
4%” 1.30 1.10 FB Angle Fitt. with Cov. 713-83........ $.35 
Note.—Threadless Fittings for KA End Fitt. with Cov. 1013 to 43..... 15 
Form 5 %&” 1.90 .75 Rigid Conduit and Metallic Tub- SLB Elbow Fitt. with Cov. 1 to4...... .35 
GL “ 10 %” 1.05 .85 ing (Thin Wall) are the same Y Capped Elbow Y1 to 5. .........000. .40 
price. 
GT Form 5 %” 1.20 1.00 Covers, Gaskets and Wiring 1’ 
4” 1.50 1.30 Devices same price as Threaded, | PR Angle Fitt. with Cov, 718-88. ..... $1.75 
~ : : on page PL-1l and 12. KA End Fitt. with Cov. 1013 to43..... ..... 
H Form 5 ‘3 .65 on nf nyt vot — was aden SLB Elbow Fitt. with Cov. 1 to 4. a¢8 
° 85 . 62 are Only Made Up to and Includ- | y Canned Elbow YltosS............. 
Form 10 {ge "30 80 ing 2”. od TE Gees ENT WE OB Biccccccoceces§ cocss 
**GENERAL ELECTRIC” 
REDUCING BUSHINGS ene 4. es ge eee 
Large End + a 14” 1” 2” Ent. Caps Series 1525 to 1532 $ .30 $ - $ .40 $ .55 
Small End + $0. $0.50 $0.67 $0.75 $0.99 | Capped Elbow Series 1470 to 1472 55 ants eens 
4"... see .57 -71 -84 1.12 Capped Elbow Series 1480 to 1484 -40 “$0 .60 1.65 
e S fT Fa eee eve -76 . 88 1.21 Insulets Series 1610 to 1613 -20 -25 .30 1.25 
S © Bae eee coe see 1.07 1.35 Insulets Angle Series 1640 to 1643 35 -50 -60 1.25 
S © ies coe eee eee coe 1.43 Entrance Ells 1490 to 1495 -40 45 -55 1.@ 
With Covers 1%” - 2" 3° 
FITTINGS, SPRAGULETS, WIRELETS Ent. Caps Series 1525 to 1532 $1.25 $2.75 $4.65 $9.25 
ORT &B Capped Bibow Geries R670 te 2167S nccee = cccce =—itceee——t—iétetww ww 
Capped Elbow Series 1480 to 1484 2.05 knees eee tees 
ae ~~ . —_ to — jee.) seen. wens | - cade 
nsulets Angle Series i cases... Sines |. ieee’ eekes 
BRANCH TYPE Entrance Ells 1490 to 1495 “1.70 2:90 6.35 
me G.E., Steel C Pri 
teel City or rice 
Description ; T & B Numbers Each “T & B” (Thomas & Betts) 
Branch Body Rectangular for 4 & %" Conduit.... SP-48241 -25 Rat. Cap 1525-32 with Segre. « - aoe. 7. 45$0. =. a. 7584 .65$9 25 
Cover Metal Flat Closed... ........eeseeeeeeees P-48Cl -10 | Cap. Elbow —- with ‘ Rr e¥ 22 Spree 
= with 44” Knockout............ P-48C6 10 Ent. . 90-97 “ oe eae ‘0 ‘3 .55 1.00 D 1.20 2.90 6:75°8.75 
- “ “ Pendant Type with 4 Bushing.. SP-48C8 +12 | Insulets 1610-13 MT ue or! OL Sk are 
” - ped Fendeat Type with % Bushing.. SP-48C11 15 
« at “ with 4% Male or Female Nipple.. SP-48C22 & 23 30 Angle Insulets 1640-43 with Cover .35 .50 .60 1.25............000. eames 
« e “ with % Male or Female Nipple.. SP-48C24 & 25 -40 | Cable NE ES RE EES SS Te Se er A 
Cover Porcelain with one or two wire Holes....... -48C75 & 76 14 Ent. Caps No. 5525-28 for Thinwall ce Sp UC egethetprpeeneey 
- “ three or four wire Holes..... SP-48C77 & 78 15 “ Ell No. 5490-95 “ -80 .90 1.30 3.00 4.10 6.70 opine 
These prices apply only to the United States 
34 Electrical Contracting, June, 1932 





Fittings, Grounding, Etc. 


PL-11 
Hangers 





GROUNDING FITTINGS a5 DEVICES 
“‘GROUNDULET”, E 
Appleton, bee = Hinds—& <a 
Type GCA 
Fitting No. F- For 34” Conduit Witenes Soldering Lug........ 


eee eeeee 


Type GCD 
With Angle Adjustment 
4%” One Strap % "Two Straps 
GCD-12 Fitting whew Lug $ .80 
GCD-172-22-32 with 


1” Three Straps 


With Threaded Plug Terminal 
GCE-142 For 4” ~ Cond: ait & 4” Water Pipe without Lug . 
GCE-242 “ 


with L 
GCE-342 “ 


CONDUIT END-TERMINAL Without Bolt or 
Soldering Lugs 


” o 7 _ 


oon For * Conduit 
GES 





ype GC 
For Open Ground Wire 
GC 91 Cast Brass with No. 4 Las and One Strap—\% tol ” het Pipe $ .70 
GC-92 Cast Brass with «> | = & One Strap M6 t to z Water P' : 75 


GC-922 Lug & Two Straps 1.45 





WATER METER SHUNTS 
GC191 Water Meter Shunt For i to 1” Water Pipe 
GC192 a - 7 . to , ad . * 





BRASS BUSHINGS For ee a 

Si - ” 1° ” LZ 
Withost Saewor Lug. $10 $18 $.20 oe . gi s48 $-8 81.10 
With Screw & Lug.... -20 .24 61 1.00 1.25 


FITTINGS OR re CONNECTORS, ARMORED 

ABLE—Continued 
For 4” Conduit 
COUPLINGS FOR S d o 
RIGID 

T 1 

ett 1 

CONDUIT 2 


REE RHEE EEE EEE E EEE E HE EE EEE EE EEE EEE OSES eweeeeree 


Bushings or Ferrules—Brass 


FITTINGS FOR “OVALFLEX” ARMORED CABLE 


Number Description 
1 lar Straps—Fasteners & Bushings 


708i i¢ with Wire Loop 
2176-2180-2154 rew Connector. 

2179-2181 Special Box Connector 

2155-2156 Degree Box Connector 

412-413 Connector for Ovalfiex to Metal ae 6 
9050-S ueeze Connector ....... osectesescoce 


LAMP GUARDS 


Loxon 
1 Key with each dozen Guards—Extra Keys 10c each 
Lamp Size its Socket McGill Loxon ee 
Brass or W. P. 1420-1420A-1420 
Brass or W. P. 1aa5-1aa7Aclaa7B 
Brass or W. P. 1426-1428A-1428B 


Brass 2443 
Brass or W. P. 2444-2446A-2446B 
Brass 244 
2447A-2447B 
Hubbell—Non-Locking Type 














~~ 
2. 
8 
» 
te) 
a 


s 


SERESEEp 


200 Old Style Weatherproot 


Closed Bottom Top & Collar for Brass Socket 

Open Bottom with Collar for Brass et 

oon Bottom No Top or Collar for Brass Socket. . 
en for Weatherproof Socket 

Chow ed Bottom To op & Collar with Reflector 


Open Bottom No Top or Collar Mill Type 


HANGERS 








G. E. & T. & B. 
GROUND FITTINGS 

G. E. T. & B. Description 
SP-800-05 3670-80 f- Body Saws es 

810-15 3671-81 = = m to 

820-25 3672-82 1 : ° d 

GROUNDING WEDGES 

SP-900 to 3650 to 44” %" 1° 1%" 1%" 2” 2%” 3” 3” 

911 3659 20c 23c 28c¢ Ble 35c 53c $1.30 $1.60 $2.85 $3.15 





GROUNDING JUMPERS 
SP-600 8” Grounding Jumper 
SP-601 12” ’ » 





FITTINGS OR BOX CONNECTORS, ARMORED CABLE 


For BX or Greenfield & Ovalfiex Price 
scription 


Standard Squeeze Connector %-4 
Set Screw Connector %- 
S Slip In Connector %-+4 
Duplex Connector %-4 
STRAIGHT 
BOX 


CONNECTORS 


CONNECTOR 


eee tees eeeeeeeeseeeeee 


45 DEGREE 
ANGLE BOX 
CONNECTOR 
PANEL BOX 
ADAPTOR 
FOR CONVERTING 
ANY CONNECTOR 
DAN TEL 
CONNECTOR 


For P Conduit 
COUPLINGS 
FOR 
FLEXIBLE 
STE 1 


EL 
CONDUIT if 











FOR CABLE & CONDUIT 
Minerallac 


Mtge” Conduit 


Fyrontete Bushi 
Lead Covered Price For RC 
No. Size Cab 


le Size Jap ry 3 rie’! yea 
3.06 §$.08 8- 

3 /0 

1 M-450M 

va 500M-700M 

1 750M-1000M 

1125-2500M 


T & B ADJUSTABLE HANGERS 


For Standard or Thin Wall Conduit 

Including Bolts Fits Flange 2% to 7 ° ae 
Fi dad gf Don — esnece 
Special Bolts 


amp Including Bolts Fits Flange 7 to 
For Couskese Hanger Add Supports Below to Above Prices. 
Supports for above Hangers en i sh 
1 2 
For Gee Conduit Steel 3.12 Sis 6. 25 s'fo ®. 2 oe He $.75 
wo Conduit Mall. -18 .20 4e dcee 
= Fs Conduit Mall. -28 = .35 © see 


HANGERS & PERFORATED BAR 
Grabler and Paine 
rabler Perforated or Extension Strip 
For 54 t0 146 Conduit Ber Pept. nésedtqene haseévoaes eveccccces 
ro 3% to 6” “ “ 
Paine Adjustable Pipe Hangers 
™%" 1” 1%" 1%" 2” 


0 
1 
2 
8 
4 
5 
6 





Type A Clam 





Hanger Ring, Perforated 
Hanger Iron, and Flat Head 
Lag Serew 344e04bbbk4Ee0 Re -10 $.10 $.15 $.15 $.20 $.20 $.25 


Grabler Hangers 


Siege anew with Extn. Bar & Less Saree “a 

Band Hanger Extn. Bar and Lag 

—s Hanger, Socket and Beam Clamp 
Hanger Only 


tm 


Sih 


Hinge Hanger with Extn. Bar & Lag Screw 
Band Hanger Extn. Bar and Beam Clamp 
Hinge Hanger, Socket and Beam Clamp 
Band Hanger Only 





FAN HANGERS 
Frank Adam Type * wv tas With Outlet Box 
Frank Adam FHSB Less at 
Arrow and H & H 7750-51 
General Electric 2755 ad 
Russel! & Stoll 661 Complete with os Plate No Box 
Russell & Stoll 662 “ Bake. 
Russeli & Stoll - “ Brass 
Russell & Stoll a “ Bake. 


age meas = aay HOLDERS 
vd * Uno with Screws 4 Ww, P. with — 
Spring. . . 13 3 
ee H with Screws. “as a= e bd O- s 
« “ Spring. . otk ea 2%" Contractile Collar. 
344” e “ Screws. ee ad oq 
4 _ - om o 
4” e 





sesses Isessesss les 


These prices apply only to the United States 


Electrical Contracting, June, 1932 
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PL-12 
Knobs, Tubes Etc. 





Molding, Wiremold 





KNOBS, TUBES & CLEATS, PORCELAIN 




















KNOBS Price Each 

With With Without 
Type Screw Nail Screws 
Bie. 8 Blame BOGRe ce sccccescsocecccecsecesseens. «00m asasec 

No. 5% Split Knobs ............. $.02 

Ph Ce MED socccecaceccetess .02 
Se ee cenccccosccdnccecencectsees ee. © avveeo ahenns 

4 & 4% Knobs Solid. .04 
No. 9419 Split 14x1%. eeecscse .07% 

9420 Split 2x2% ............. .12 

fe We Ee a ccsnndconsdeus .10 

6061 Solid Feleph. 2 Groove. late et 05 

$062 ocwecee -07 

3°«& Length 
Diam. under 4’ 4 a rT Pwr 
ue" Price Each $.01 $.01% $.02$.03 $. * $.17 $.25 $.32 $.40 
wd pss _ .02 -02', .03 .05 -19 .27 .35 .43 
a ys - .04 -05 -06 .07 13 121.30 [38 :47 
+e . - .O7 -08 09 .11 115 125 184 .43 .52 
ad = = .10 -12 13 115 -18 .29 .39 .49 .590 
CLEATS 
2 & 3 Wire 
Standard No. 334 2 x 3 Wire Unglazed Cleats without Screws Per Pair $.04 
Glazed -06 
ONE WIRE CLEATS 
B & D Type—2 Piece Porcelain 
Dimensions 
No. Height ae Width For Size Wire Price Each 
1A i IM BB WG. cccccesecccoccces evcceceoseses $.06 
114A § ai A OF Ricescecasien cvsovccccccesccooss oOM 
2A L) 1% DD ” OG ocsvsccwnes Soecccceccceccenesos Obe 
244A 24% «+21 pp POR svevecscesses .14 
3 Hs} 1 GED ~ BRD Gic cccccccesccese coves obt 
3B 3 1 000 ” 200,000 CM........ evvescece soe ole 
3B “~% 3% 18 2” 500,000 CM ecccccccocccess ome 
4B % 3% 1 © FF BRD GiB ec cccccccccccecie o 027 
4B % 5 1h BF Ee Giie cccccccesccccese - 35 
LOOM, NON-METALLIC CONDUIT 

Size 1a” yy" ae ae: anes 

Pebee ote PetRc ac «5 ccassteed $.03'4 $.04% §&. bo $.12 $.16 $.19 $.32 


Clips for Loom 2¢ Each or 3 for 5c 





SOLDERING LUGS—One Hole 
Sherman-Trumbull or similar 




















For Wire Size Wire Price For Wire Size Wire Price 
Size Amps. Hole Each Size Amps. Hole Each 
No. 10 Under.. 25 Ke $ .02 Pe -- 225 1g” $0.12 
Des esdeees 35 » .02 250 M. C. M.. 237 i” 20 
\%’ -03 400M.C.M.. 325 ue’ =s«c 34 
xf .04 450 M. C. M.. 362 oq -42 
4 -05 500 M.C.M.. 400 1%" .52 
. 06 600 M.C.M.. 450 1)" -55 
2 08 800 M.C.M.. 550 i -85 
, -10 1000 M.C.M.. 650 1%" 1.00 
For 2-Hole Lugs 
With Regular Stud Holes Add 50% To Above Prices. 
LINKS—For Chain Price 
Non-Insulating Splicing Links—Any Make—Each ewkétaenees se cennbaen $.05 
Ul (i lm! LG! OS Le eetip tc cnenserteouteus 15 
Luminous Acorns—See Page PL-4 and Page PL-18. 
MOLDING, NATIONAL 
MOLDING Price 
333 One Piece Metal Moulding for Two to Four Wires 1” Wide—Per Foot.. $ .12 
FITTINGS 
Number Description Price Number Description Price 
315 onnector......... $ .40 365 444” Canopy Base..$ .60 
316 90 Deg. Coupling... .30 365A 4%” “ = & 
317 90 “ Connector. .30 PC een -65 
323 Jotat Cap...ccccce -05 365X 4” Comb. Plate..... .15 
334 SS ccnteadbsuwns .35 6” Canopy Base.... .85 
335 Diiwensioesnsead -22 369X Open Work Coup... .40 
336 90 Deg. Elbow..... .15 376 Corner Box........ 45 
337 90 “ ext. Elbow 15 400 Base For Socket.... .70 
338 90 Deg. Int. Elbow. .15 400X 3” Recep. Base..... .70 
339X 2% Comb. Plate. .17 406 Combination Fitting .25 
340X Terminal Block.... .30 414-S Connector......... 24 
342 3” 10 Amp. Box.... .45 430 Fixture Rosette. .65 
343 24” 5 Amp. Box.. .45 437 45 Deg. Elbow..... .20 
344X Coupling. .......++ .04 438 Sgle. Flush Box.... 1.00 
345 Single Strap....... .06 439 “* Surface Box... .70 
348 Cord Rosette...... .38 439X One Gang Box..... .62 
348X 3” Cord Rosette.... .38 439D - = Te vapes 
355 Ground Clamp..... .12 440 Lb A Dre Surface 
356-7 Keyless Recep..... . ee a 15 
356X 3” Recep. Base..... .80 440D Two Gang Box eeece 1.10 
360 Conven. Outlet..... .80 440X ecoce BOD 
360X 3” Plug Recep.660W .95 441 Single Adaptor..... .65 
363 434” Split Base..... -35 442 Two Gang Adaptor. 1.15 
363A-B 434” Cover Closed.. .30 



















OVALDUCT FITTINGS 


No. Description Price Each 
24-CQ Extension box cover for 4” outlet boxes. ........ccecccceces > 8. 45 
401 Box Connector with 46” Bondnut...............-00-- cece .25 
2133 Squeeze Type Coupling 134" long...... 2... 2... cece e eens -15 
2134 90 Degree Internal Elbow FOS5 08.6 Kv Se Feu beweteedes teesee :85 
2135 45 a) +.” > 6 sabe peeetbhe dane ndatasthbecen es .26 
2136 One piece 90 degree elbow........... ntécnueadsie avsveecsé cae 
2156 PP adesctttchterasseiichebend ines aso lan 
159 Uy WEIN, > os «d's. anna aa baiabees Geneiaiebine Semcs . 
2161 SN cid Be A 6) ane dns wud chee danke és beens . 
2181 Connector Ovalduct to Oval Knockout.............eeeeeee .10 
2662 Guiles Dem GG se cweckssecedcce ee éScccnegoeenceccce * can 
2663 Extension Ring for Boxes...............ccccceee ba cewaetee .20 
2665 Outlet Box 4z % with Fixture Stud... ......cccceee eeeésee "ae 
2862 ©) PES i408 Okeke cate Gn cdeeCnueen bidesacten oe 
2865 > a with Fixture Stud....... ob eeeesdacee oo ome 
170-S1 Sectional Switch. IEEE Biceckcn 00s kc cecbusied Go - 35 
172-S1 panel Chr SNOUS Bie cc kg baa sh wc kwecvccvances dubatesdces OE 





MOLDING, WIREMOLD 


— 


price per ft. ocees 








No. 500 2-Wire, 
“ 700 4-Wire, 
“ 1000 Master Size,“ “ “ 























FITTINGS FOR No. 500 FITTINGS FOR No. 700 
2 Wire ; 4 Wire—Continued 
Number Description Price | Number Description Price 
502 UE icnawessownin .04 | 5741 Switch Box... ... 000+ $0.60 
504 Supporting Strap...... -03 | 5742 Junction Box..... .70 
506 Connecting Cover..... -03 | 5743 Duplex Receptacle. 1.15 
511-12 45 & 90 Deg. Elbows... .23 | 5744 Single Deep 85 
515 , ), ere . 26 | 5744-2 ang “* . 1.40 
516 Cees Fie. oocccccenn -36 | 5745 Combination . .60 
517 Internal Elbow........ .20 | 5747 Single Shallow Box —_— 
518 Ree -20 | 5747-2 ang - - 1.05 
519 CORRE MOB cccocccees .45 | 5747-3 « s « . 1.30 
521 1 Piece Rosette. ...... .33 | 5748 Single Surface Ms . a 
523 4” Fixture Rosette....  .75 | 5748-2 2 Gang * . 1.05 
524 eh, * see. .60) 5748-3 3 ° < - 1.45 
525 eceptacle Base....... -75 | 5748S Shallow ‘* Rec.“ a 
526 Keyless Receptacle.... .85 | 5749 Switch & Recep. “ . 1.00 
527 Attachment Plug...... .90 | 5750 Push Switch Box. . 1.05 
582-23 244&3”" Outlet Box.... .45 | 5751 Single Adp. Plate.. . a7 
88 Operwork Coupling... .36 | 5752 2 ang * . 1.15 
599 Moulding Connector. . -05 | 5753 eee 
5760 Blank SE Box... .90 
FITTINGS FOR No. 700 780 Chase eg icoaueshne 15 
4 Wire 5781&A 4%&% Box Connector... .30 
5701  Coupling............. 90.03 | S782&A 3 * ive a yp 
702 Mcccdsescsdiae 104 aoe Ses Coan.. 2 
5703 Cli 04 5784 2. Pipe enaenes .35 
eee eer eee eee eee . 5785 Comb. poagueees.. .30 
704 1 & 2 Hole Strap...... .04 
pa 5786 Adj. Offset Conn. — | 
706 Connection Cover..... .03 : - 
5707 Multiple Strap 05 5787 Se ee -25 
5708 Mersin. ........ 5788 Openwork Connector... .35 
5709 Ground Clamp........ -ll 
o731-13 Eu Elbows 45 & 90 Deg. - FITTINGS FOR No. 1000 
5717 | eta BOO ccvceiee -24 MASTER SIZE 
5717A_ —_ Elbow Pull Box....... .50|1001 Coupling............. $0.06 
5718 External Elbow....... .22 | 1002 Bushing..........++++ -04 
5719 oj Cee . 50 | 1003 Clip... ..c.sceccevece -06 
5720 Narrow Fitting........ .50 | 1004 Two Hole Strap....... -08 
5720A Show Case Outlet. .... 55| 1005 One Hole anne os eeee - 08 
5721 1 Piece Rosette........ .33 | 1008 Hanger Assembly...... -90 
5724 I OE es oe .65 | 1008A Hanger Clamp bob tone o ae 
5725 Receptacle Base.....-- -75 | 1009 Ground “ _..... + +20 
5726 Keyless Receptacle. . .85 | 1011 90 Deg. Flat Eibow.... :40 
727 Plug Receptacic....... -95 | 1013 Adj. Elbow.......... + 40 
5728 Utility Box Rc ioe .45 | 1017 Internal Elbow........ .40 
5729 “ Cond. Type. .45 1018 en ror .35 
5730 Contact Block........ .20 | 1020 paves Receptacle. . -90 
573 Blank Cover.......... .12|1020A_ Angl - 1.40 
5732-3 214”&3" Outlet Box... .40| 1020B Blank or Outlet Box... .50 
5734 Closed Extension * ... .65 | 1028 Utility Box........... -70 
5735 Distribution Box...... -70 | 1035 Distributuon Box...... 1.10 
5736 Blank Cover.......... -15|1039 63%" Fixture “ ..,... -90 
5737 4%" Extension Box.. .60 | 1048 Switch & Recp Box... 1.00 
5738 4%" Fixture Box...... .55| 1082 Pipe Coupling......... -60 
5738D Diple Thru Hook Conn. 1.45 | 1085 Comb. Connector...... .35 
5738E Stamped Hook 1086 Offset Connector...... .70 
Canopy rah nwes hie -60 | 1087 DE PR ccctanddece -32 
5739 6%" Fixture Box...... .90 | 1089 Reducing Connector... 15 
5739A 6%” Extension “ ..... .95|1000F Flex. Fitting18°...... 1.75 
METER & SWITCH CABINETS 
Code Electric Products 
ACCESSIBLE MAIN FUSE OUTDOOR METER SWITCHES 
Amp Volts Poles Neutral Test Branches Sas. No. Price 
60 125-250 3 Soli Code CK7312 $17.35 
60 é 3 4-Links K7312 17.35 
60 3 e Code CW7312 17.35 
60 3 « 4-Links W7312 17.35 
30 3 « 2-Bids. K7311 12.90 
30 3 « 2 @ W7311 12.90 
METER CONNECTION BOXES For Indoor & Outdoor Use 
60 250 2 Code C260 $ 3.70 
60 250 2 4-Links T602 3.70 
60 250 2 Code CK260 7.40 
60 250 2 4-Links K602 7.40 


These prices apply only to the United States 
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Panel Boards Etc. 





METER & SWITCH CABINETS 
Code Electric Products 
ACCESSIBLE MAIN FUSE METER SWITCHES & BRANCH CIRCUIT 


. 


CABINET 
60 125-250 3 Solid Code 6-30 — 1-60 C687312 $21.00 
60 125-250 3 «  4-Links 6-30 — 1-60 687312 21.00 
60 125-250 3 Code C7312 12.90 
60 125-250 3 «  4-Links 7312 12.90 
60 125-250 3 “ No 6-30 — 1-60 68 8.65 
METER CONNECTION BLOCKS 
60 250 «2 Code 260 $ 2.50 
60 250 2 4-Links 602 2.50 
60 a Code 160-R 1.50 
60 125 1 “ 160-L 1.50 





N-SUNDRIES 








PIPE NIPPLES 
Close Nipples—Galv. 
yy” 1” 61%" 1%" 2 24" 3” 
Cond. Cond. Cond. Cond. Cone. Cond. en. canes 
$0.07 $0.08 $0.12 $0.16 $0.20 $0.24 . an 
seeus Short pees or r Galv. 


Size Conduit 
Length Conduit 
2” to , 











ee sin aoe ° 
a “4 Bite aah ° 88. 12 $0.1 15 A ae 
Ca sl a ES oa - $0.21 $0.21 oad * 
2 he ee ayhs steatan * ° sha 
A Se eee RE ee ee eT ee 
336" _ eee iand Sebael bees ASPE, tebe eh~'s GRCED 
ue Conduit on. Long Nipples—Black or Gem. 
<4 Re -14 $0.14 $0.20 $0.24 $0.90 $0.3 
EOE ee -15 2-2 ee ‘% $0.80 $1.00 
Length Conduit “yell Nipples—Black or Galv. 
Se $.18 $.21 $.27 $.34 bee Cees 88-58 01.28 
Ee WT kaedee sche -21 -23 p . . .60 1 1.4 
Se 22 .25 .38 .40 “50 .67 1 22 1.55 
Bo) ick Phd beccccke me. ££ a 5a te dee 2 
Sat. © VtGecubsiqeess .30 .35 -45 .58 -70 .95 1.45 1.80 
nt. 0 Wet hcwes he tice 30 .38 .48 «61 75 1.00 1.55 1.95 
PLUGS, ATTACHMENT 
ATTACHMENT PLUGS COMPLETE 
Price 
“Pony’ ” Composition RibeabeVha cds Stlcedndpagsabes ec éhbennnes é ve -15 
Stan Ard nea neseeneeerenceeseseeseseeeereseeseseesens -20 
i Sh i. . wanss ¥6geeuceehet nee tek Cecencceseses -15 
Polarized Standard Comp. Plug. ........ccscccccccccesccscceceuce -25 
Large Size Double T Se CR a on oc na tebtred kad» oGbabndann odtad .60 
| rT ey ere -50 
Brennen: Ons Place Caantc. o.oo cspebbhecdeeécsdeaces cb¥beces .45 
i es FOE. 6s osc cheminebbheed oeeehtenechaacos 
Pony Body Only.$0.10 Standard Body. . $0.15 Large Body..... $0.35 





10 AMP.—CAPS ONLY—For Attachment Plugs 








“Pony” Cap Composition thee does bbe dedesebnade ccbtentbasese ces $0.10 
“Standard” Cap sige We dans Riko ddee eeehec Manteo ce ane ° -10 
TMT vais 0600 cheb enabébeewc coéudeenscouneds -10 
Large Sime Cap Composition... ..cccccsccccscvcccccccccsscsccuse oe -25 
Pe POTD SEOUOUDE TROD, 6 0.0 00.600 9054006000800eesensestsatenee -10 
CN MN a. ccd wok 60.9 6d 0 ches Ciesenebetatdeungeane déees -25 
“Standard” Ce A Ae ns ccancd en ngamrnecnetenngeséedenke be .30 
Steel Covered Cap we o4so $0.06 Redes o00ceceden sess ebess -20 
» eee = Ue” —tnccdb ome de sane0deeetesdetsasteas ed -45 
- Steel Ss EE EES on ue sadecusdtebwaddntabeedens .40 
Disappearing Door St SO os twas ces chedeccesseeudanecestees 1.15 
Brass Cov. Cap.........se+0ee- §cebecescesssne 1.20 
“Standard” Brass Cov. Finger DE: & cs 0 cbcdb amttetbean snacedess -70 
WROSee Cem. COD. 6.0 cc ceccenees cecudesevessese .40 
x SE Re, CMON, 5 20 ¢v0sascsnenswuteneséengeas’ -65 
Comp. Fusible Cap bce db0ccebsodéoneuasss Seveebscee -60 
Polarized ae. Fc co ues cus odns6seiebeceneddaties ene -20 
2 * Brass Cov. Cap Ore ore ee ee eee -40 
= 2 * Steel 2 bs whee bc owds. cance see Ce deeeebes ‘ 25 
3 ar -eeee Gee | Ct, cdivesin annette beatles odeabaie .35 
20 AMP. CAPS—For Polarized Devices 

DS Wine Bemes Cowared Caw. oo oc iis dc vnc votects cbcvsdviccaccccsnese $0.90 
ee . . TD pra wdelsns adh bonee sdiedbsathebieedes 1.20 
DS. © Beand Covered Card Gree Cais so adcsccccedsdescccscccsccse 1.00 
i = ai : ” y 0n00660 ane Sbeeseedmninedhenes 1.30 

30, 40 & 60 AMP. CAPS—For Polarized Devices 
30 Amp. 2 Wire PID GN ins nnhe bagkdeeg $040 500-0 vilesbnenes $1.55 
30 * 32 Steel Cov. Cord Grip PE SR Pe OR en 1.90 
| eee wet. OB ee eae eee 1.55 
30 *‘ 3 * Steel Cov. * RA A TA PE ee REE. 1.75 
40 * 3 * Str. Cap Ground. C. S.. La et Are Fe A 2.25 
a = 8 eee NS RE ee 6 ONE ee 2.10 





PLUGS, APPLIANCE 


















































































Make No. Description Price 
American Beauty 802 Plug Complete for — Irons eaahen ..-$0.40 
806 PE 1.25 
807 . - “ Toasters & Stoves. .20 
Arrow & 7762 Standard Size with Switch .40 
Hart & 7760 “ without “ -20 
Hegeman 7761 « .20 
Beaver F-1 “Grip Supertyp¢ Adjustable Cont... .45 
“Gripall” & “Suitzall” F-5 Armored Casing.. .55 
F-7 “* Adj. Cont. Bakelite .50 
F-22 “Suiteall” saiites Plug—Full Size....... -20 
Beaver F-31 Standard Heater Plug—Single Sided Cont. .15 
“Gripall” & “‘Suitzall” F-32 Heater Plug Double Sided Contacts..... -20 
F-33 Armored Casing (F-32 Type Armored)... .25 
F-34 Medium Heater Plug—Bakelite. -25 
F-36 Small Heater Plug—Black........ sw 
G-1 “*Gripall” Heater Switch Plug Adj. Cont.. :80 
G2 ‘“‘Gripall’ Heater Switch Plug Nickle Alloy 
RA Fa kAé cn twe ckkeseotaaecepe 
G-21 Competitive Push Button Type.. a 
G-22 New Toggle Type.............-.- 5 
Belden 1708 Aircool Heater Plug. . .00 
Bryant 668 Universal Appliance | Plug with | Switch.. -90 
ih RE ak ANE eee 50 
752 Appliance Plug with Indicating Switch... .60 
2966 Small Switchless Plug.................- 
Cutler-Hammer 7051 Appliance Plug with Switch............. 
G. E. 2602 Armored Heater Plug No Switch Pee er 
2633 Large Heater Plug weawehiaste 
2642 gviek * with © cdvcswsests 
2699 No © Secsekanese 
2826 Slee ay Pull” mt. ER EA 
Hemco H250 Switchless Appliance Plug Bakelite 
H260 Switch J at a 
Hotpoint CD6P1 Iron Plug No Switch.. ORR A Ses ‘+ 
CD69P1 pe ets 
; CD79P1 Ore ee a Ons widen o Aten 
Kool-Pull 8037 Appliance pace Ples—No. Switch. 
(Noark) _ 8039 with 
Propp 5 One 4-All Appliance Plug—No Switch.. 30 
52 Iron Plug with Switch... ........eeee0. 50 
55 Standard Iron Plug—No OY eee .20 
56 Armored ‘ A PS ye .30 
Reynolite 500 Heater Plug BED WER asi 00 kacscs ites 40 
510 WHOM OWICEN sso css vccssse 5 
Rodale P-21 Heater Plug No Switch Cold Molded. 15 
P-29 SMOTES. 0. ccceee -20 
450 F eae Heater Plug—No Switch......... -45 
610 Bakelite mail.,. .20 
615 “Armored Heater Plug—No Switch 30 
= Tron Plug with Switch sib wp Scio Gab won 45 
_Armored.......... -65 
Simplex =O ~ Armored Plug—No Switch............. 75 
990 Deluxe Chromplate Plug............... 1.00 
Sunbeam p* RR OO. USSR tert ygy ere 1.50 
Torrid B-0808 Automatic Heat Control Plug For AC Only 1.00 
id B-080 Se RL SS eres ees 3h 1.00 
Waage 3 & 4 Heat Plug Only.................. 50 
Westinghouse sous Appliance Plug—No Switch histo ve dndUhe .75 
3736: “i ae ere 1.00 





PANEL BOARDS OR FUSE CABINETS 


FRANK ADAM 
All 30 Amp.—S. P.—NEC Fuses 








6 
Branch pronats Bratch Branch 
$ 5.60 





“FBX” Safety Type Fuse Boxes......... oh my te oe 

“NR” Main Cable Lug Only ...... ...... $8.90 $11.90 

e * Solid Neutral....... 33.85 33.@ Wi  sagsae 

NR3G = “4 Main Cable Lug Only ...... ...... 16.50 19.80 
BULLDOG FUSENTERS 

10 12 


2 4 6 
No. Description Ciret. Ciret. Circt. Ciret. Circt. Circt. 


CBS Surface Black Finish with 

shield $1.80 $2.30 $3.90 $7.00 $9.75 $10.30 
BOS ” Black Finish with- 

out Shield ROB. B26 cncas svece euuks Cheeses 
BF Flush Luminized Finish 2.50 3.70 ba 35 8.75 10.30 11. " 
BBF « Black Finish Sie B.50 Gite soe sctaeeee tents 
BSF ° Lum. Finish with 

Toggle Switches «eee. 6.60 9.90 13.20 15.70 19.80 
BSSF ng um. Finish with 

30 A. Saftofuse sees» 20.50 22.00 31.75 33.35 35.00 
BSSF ” Lum. Finish with 

60 A. Saftofuse eoee- 21.50 22.30 32.25 33.75 35.40 
BKF . Lum. Finish with 

Pull Box -see- 6.60 9.90 14.85 17.35 19.80 





FUSE CABS—All-Steel-Equip. Co 
2 4 6 
Style and No. Description Cire. Cire, 
C702-4-6 Surf. Small Ty pe Black is oun $1.50 $2.25 $3.55. 
Flus ere fo ee 











D3008 & 12 Surf. Sel or Two Fuse neecs be $5.95 $8.75 
eee. | eee ke OF: ctw edewe det dxpnnsdaaas 5.95 8.75 
DS4304-6-8-12 Surf. “ * * S 4.95 7.00 9.10 14.45 


DS3304-6-8-12 Flush “* “ * TY peau is hk a 


4.95 7.00 9.10 14.45 










Flasher Plugs 


Diamond Flasher Button.... $0.60 No. 125 Skeedoodle Plugs.... $2.50 
“Propp” #530 Flasher Button .50 No. 164 oeee -60 
“R »dale” 110 Volt“ Plug .50 No. 161 : ee em -80 
Volt * = -65 No. 165 . Ms ae -90 








Q KILLARK—Fuse Cabinets 
Standard Flush 2 4 6 8 10 12 14 16 


Type Panels Cire. Cire. Cire. Cire. Cire. Cire. Circ Cire. 
Series RSS $1.65 $2.50 $4.00 $6.60 $7.85 $9.90 $18.15 $20.60 
KRP.. 1.80 2.50 4.10 7.25 9.90 11.10 


Series CF can Also Be Furnished in 18-20-22-24 Circuits. 


These prices apply only to the United States 
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Cee a 
BRYANT DEVICE 


jor EVERY PURPOSE 





FOR COMPLETE SATISFACTION...On Type “C” Circuits 
Use the New BRYANT 4961 Line of Flush Tumbler Switches 


Made to conquer Type "C" lamp loads. 


Electrically Right . . . Mechanically Strong . . . Positive in Action .. . 
hesumed Design throughout . They wil stand the gaff. 


Tests on real Type “C" onsin prove the superiority of this line. 


Electrical Contractors; Here is a line of switches which you can install 


with every assurance that they will give perfect satisfaction. 
No. 4961 


BRYANT Nor bee 
WIRING DEVICES 
EC-632 Manufactured by THE BRYANT ELECTRIC CO., BRIDGEPORT, CONN. 


MANUFACTURERS OF “SUPERIOR WIRING DEVICES” SINCE I888-MANUFACTURERS OF HEMCO PRODUCTS 
BOSTON eee CHICAGO eee NEW YORK eee SAN FRANCISCO 


140 Federal Street 844 West Adams Street 60 East 42nd Street 149 New Montgomery Street 
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ADD NEW AND FORCEFUL 


ow t ; 4 . y x A 

‘ 7 4 y i. x -* . , . 
af PZ fo Nog J Y 

= 4 “ oh x y oe / . 





























to 











your wiring bids 


REATER convenience ... greater safety . . . freedom from the 
annoyance that accompanies blown fuses, are forceful sales appeals 
written into every wiring bid that specifies the Westinghouse Nofuze 
Load Center. 


The modern home is fuseless! When an overload trips the Flipon breaker 
in the Nofuze Load Center, a flip of the handle quickly restores service. 
There’s no need to wait for a service man . . . no inconvenience of 





NOFUZE LOAD CENTER 
prolonged lightless intervals or delayed work in the home. Your pros- This box, set into the kitchen wall 
pects will be quick to appreciate such convenience. or other convenient spot, contains 


several small circuit breakers or 

; a a ; Flipons, each guardi 
Nofuze Load Centers are listed by the Underwriters’ Laboratories. the pre leer nero: Foe id 
They’re safe. They can’t be bridged or blocked. The temptation to  — <8##mst overloads. Each Flipon 


. ‘ ‘ . e is calibrated and sealed, and 
resort to the dangerous practice of using pennies, pins, or paper clips cannot be “bridged” or“blocked”. 


to restore service, is entirely eliminated. 








“DE-ION” BREAKERS 


Identify your name ... your business . . . with this revolutionary eked 
are avai ein 


idea in home circuit protection. Gain the prestige and profit that goes with Load Centers (for bomes) 
being among the first to offer a practical application of the latest advance in Panelboards 
electrical research. Every wiring bid you write will offer your prospect Switchboards 
new convenience and protection . . . sales appeals that will go a long Meter Civcnit Control 


and Protection 
** * 
Eliminate fuses 
throughout the building 








way to put your name on the contract. 


Complete information on the Nofuze Load Center will be sent you if 
you just fill in and mail the coupon. 


Westinghouse Electric & Manufacturing Company 
T 79176 Room 2-N—East Pittsburgh, Pa. 


Qua lity wor bmans hip guaran tees W. esting house Pp veduct Gentlemen: Please send me a copy of Circular 1913, describing 























the Westinghouse NOFUZE Load Center. 
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The 


SANGAMO 
FORM VW 








The Lowest-Priced 
Electrically-Wound Time-Switech 
in America 


This time-switch is designed to meet the definite need for a 
reliable, accurate, trouble-free, long-lived electrically-wound 


time-switch . . . at a price lower than ever before quoted. 


Already, it has stood the test of service in thousands of 
installations in a countless variety of applications. Its prin- 


cipal features are: 


I Ten (10) hour reserve. 6 Three “on” and “off” opera- 
tions for each 24-hour cycle. 
2 Forty-ampere capacity. 
7 Manual operation without dis- 


3 Independent of frequency “em 
turbing the sequence. 


and voltage variations. 


4 Jeweled balance, tempera- 8% Sunday and holiday cut-out. 


ture-compensated. , 
9 Dust-proof mounting. 
5 Revolutionary méchanical 


contact. 10 Pry-outs, back and bottom. 


Built by Sangamo, leading independent manufacturer of 
precision electrical measuring instruments ....the Form 


VW time-switch is fully guaranteed. Write for literature. 





SANGAMO ELECTRIC COMPANY * SPRINGFIELD, ILLINOIS 
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The 
SANGAMO 


FORM VS 








Announcing the New Low-Priced 
Sangamo Synchronous Motor 
Time-Switech 


The extraordinary reception given the electrically-wound VW switch 
has lead Sangamo to offer a synchronous motor time-switch of the 
same general design. The new type VS incorporates all of the proven 
mechanical superiorities of the VW, is mounted in the same base and, 
in fact, differs essentially only in that the motivating power is derived 
from a synchronous motor instead of a mainspring. Wherever con- 
ditions justify synchronous motor switch operation, the VS will be found 
thoroughly dependable and trouble-free. Outstanding features are: 


I Slow-speed (240 rpm) high- 5 Three “on” and “off” opera- 
torque Sangamo self-starting tions for each 24-hour cycle. 
synchronous motor. Uncon- 
ditionally guaranteed. G@ Manual operation without dis- 


turbing sequence. 
2 Available for any commercial 


frequency. 7 Sunday and holiday cut-out. 


3 Forty-ampere capacity. 8 Dust-proof mounting. 


= Revolutionary small sap, ® Pry-outs, back and bottom. 
slow-opening mechanical 


contacts...proven thoroughly 10 Mechanical partsinterchange- 
dependable in the VW. able with VW. 


Built by Sangamo, leading independent manufacturers of precision 
electrical measuring instruments... the Form VS time-switch is fully 
, guaranteed. Write for literature. 





SANGAMO ELECTRIC COMPANY © SPRINGFIELD, ILLINOIS 
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Take Advantage of Summer 
to Sell G-E FLOODLIGHTS 


Outdoor recreation will be at its height for the 
next three months. Check up on public monu- 
ments and swimming pools; visit the filling 
stations —city and rural; above all, start a 
neighborhood campaign among residents who 
have lawns and grounds and garages. Explain 
the safety to person and property that they may 
obtain with G-E Handy floodlights—especially 
in this season of unguarded doors and open 
windows. 


RESIDENCES 

A personal demonstration at night of the G-E 
Handy and Senior Handy will impress likely 
prospects with the protection that these flood- 
lights will throw around their homes and drive- 
ways and grounds. 






























FILLING STATIONS 

A trip along neighboring highways will show 
you many opportunities to sell projectors be- 
cause of the sales promotion that light always 
brings at night. 


ve SWIMMING POOLS 

iy "iq, Public swimming pools double their attraction 
ei re when floodlighted. A visit to the proprietors 
" should prove fruitful. 


adh. 


MONUMENTS 

In parks and squares, the floodlighted monu- 
ment gains new distinction during the hours 
when people are free for outdoor recreation. See 
park managers and public officials. 


REMEMBER—you sell not only floodlights and lamps but 
also, as a rule, conduit, switches, transformers, and the 
work of installation. The General Electric Supply Corpo- 
ration will back you up with the recommendations of G-E 
lighting specialists and “‘printed salesmen’’ for your pro- 
motional work. Address the nearest office of the G-E 
Supply Corporation; any other G-E Merchandise Distrib- 
utor; any G-E Sales Office; or General Electric Company, 
Schenectady, N. Y. 





710-164 


GENERAL @ ELECTRIC 
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Tuts VALUABLE VENTILATION BOOK 
Is Yours Without Cost 


END for your copy of the new American Blower 
Ventilation Guide today. 


It is a complete, up to the minute technical data book 
and reference guide for the solution of practically every 
ventilation problem — arranged in convenient form— 
simple and easy to understand and follow. 


Contains helpful sales information, installation methods 
and data, charts for figuring duct work, air change in- 
formation. Shows how to select proper equipment, how 





to figure air changes and gives a wealth of facts and 
figures in chart and diagram form, with numerous illus- 
trations of equipment and installations. 


Help yourself to better business and greater profits in 
selling electric ventilation this year. Mail the coupon 
for your copy of the Ventilation Guide. 


AMERICAN BLOWER CORPORATION, DETROIT, MICHIGAN 
CANADIAN SIROCCO CO., LIMITED, WINDSOR, ONTARIO 
BRANCH OFFICES IN ALL PRINCIPAL CITIES 














American Rlower 


AMERICAN BLOWER CORPORATION, 6000 Russell Stre-t, Detroit, Mich. 
Please send my copy of the Ventilation Guide, with 


* oblicati 





on my part. 
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Panel Boards, Etc. 





Receptacles, Porcelain 





CUTLER-HAMMER—Fuse Panels—Flush Mounting 














tie All 30 Amp. 
Circuits 2 Cir 4 Cir. 6 Cir. 
Black Finish Series 4355 H25-30..........00 $1.80 $ 2.50 $4.45 
Aluminum Finish Series 4355 H25-30....... . 2.30 3.30 5.10 
Circuits — ; 8 Cir. 10 Cir. 12 Cir. 
Black Finish Series 4355 H25-30...... evesee $ 7.85 $9.50 $11.15 
Aluminum Finish Series 4355 H25-30. . . 8.25 9 90 11.15 
G. E. or TRUMBULL—Residence Panel Boards 
+ 6 8 10 12 
Surface or Flush Mounting Circt. Ciret. Ciret. Ciret. Circt. 
Single No 3104 to 3212 
Flush Mtg. or F using 
2906 to 2912 
Surface M g. Black $2.50 $4.50 $7.90 $9.50 $11.15 
Double No, 3404 to 3412 
Flush Mtg. or Fusing 
2704 to 2712 
Surface Mtg. Black 9.10 12.40 18.15 23.10 26.40 
Single No. 3104 AL — 3212 AL Fusing 
Flush Mtg. Aluminum Finish 3.30 5.10 8.25 9.90 11.15 
SQUARE D—Fuse Cabinets 
2 4 6 8 10 12 
Series 37000 to 39000 Circt. Cirect. Circt. Circt. Circt. iret 
Flush Series 37000 Black $1.85 $2.50 $4.50 $7.90 $9.50 $11.15 
“ 37000 Aluminum 2.35 3.35 5.10 8.30 10.00 11.15 
Surface Series 39000 Black 1.85 2.50 4.50 7.90 9.50 11.15 
NOTE: 2 & 4 Circuit Flush Type arranged for mounting direct to front side of 
studding with channels for lathe ends, each... ... 2.2... 0c cece eeeccuecs $0.20 
Combination Fuse Cabinets 
60 Amp. Fuse Break and 60 Amp. 2 4 6 8 
mp. Circuits Only Circt. Ciret. Ciret. Circt. 
Flush Mounting BREN. 0.06 ci cries $7.45 $12.40 $14.00 $14.85 $23.00 
Surface ON Er 6.45 10.75 11.55 12.40 20.65 
WADSWORTH Fuse Cabinets & Panelboards 
2 4 6 8 10 12 
All Dead Front Single eee Circt. Cirect. Cirect. Ciret. Circt. Ciret. 
Surface Mtg. ...... 3 2.30 $3.00 $4.85 $5.75 $7.55 $11.55 
Flush Mtg Hanger Support. 2.85 3.80 6.10 7.55 10.20 12.00 
Flush Type for Tgle Sw............. 6.85 11.10 13.75 16.40 19.85 
16 Circt. 20 Circt. 24 Circt. 
Surface Mtg. Enc. Panel Boards 100 Amp. $22.00 $25.35 $32.00 
Flush 24.75 28.00 34.65 
WESTINGHOUSE Junior Residence Type 
2 3 4 6 8 10 12 
unior Residence Panels Ciret. Circt. Ciret. Circt. Ciret Circt. Circt. 


o. K-64012-21 & 64052-61 $2.50 $2.70 $3.75 $5.35 $8.75 $10.30 $11.70 
Junior Building Panels for 
Toggle Switches 
No. K-64034-42 & 64074-81 . 6.60 9.90 13.20 15.70 19.80 
55 


Pochead? Coaspound Fur Remi xs 22.05 6b-dpsa nebo cvccccsvcstesesscvcs 


PLATES & PLUGS, RECEPTACLE 
PLATES—For Flush Receptacies 



























RECEPTACLES, FLUSH 














ithout Plates Plates Extra Price 
Shallow E Bakelite Side Wired PitnG Uh a aivkce othe Senet teeéoe evehon 20 
nds Cokes ob o'ee 666 cobs bene ve cede .30 
yo Pere. * aed ih db 6 do.seb <a dene een od thee .30 
” 5 Sth Mibad<a6 ovebuss pnetccsessus es .40 
Deep Bakelite Top Ft Oe ee 8 ae eine -40 
6 * ° = Duplex noeeesare coos |= oD 
a Pore. bd * Single eccceccesesos oD 
. 6 bd ©.) Bebnscissaeu Seeesccccsececcccccece OS 
Shallow Bakelite Side ‘“. Single..... PE eee as 
” zs sd om aN ns csind scan ce ad Goce awccee oan 
SUNDRY RECEPTACLES . 
Plates Extra Except Where Marked *‘X”’ 
Price Price 
For Lift Cover Plate i b sino $0.50 Disappearing Door Recp. Single. .$1.00 
Duplex.. -70 oo 1.50 
Duplex Separate Feed Com. Gr.. 140 Screwless Plate Recep. Single... 45 
xSgle. Wit 34" Box Cover.... Duplex.. .60 
xDup. -_— - “ ..+. .45]/10 Amp. Pol. 2 Wire Single..... .55 
xSgle. “* 4” ° © coe’ ne * EE ie, »_ eer 1.45 
xDup. ‘* 4°” . ¢..000 ee ee ein Wievest 1.50 
xSgle. “ Small Brass Pl éneee 1.20;30 * bal ere ee 3.25 
6 oe) -F senés 1.35};10 * i ae 1.50 
Edison Screw Base Recp........ .30 - —_ © ¥ 
Chapman Receptacle........... -9 
Radio Single “ = ...cseeeeees .85 
7 Be opcveiccecuse .15 
Radio Recept. Aeriai—Ge. & Power. 








YAXLEY RADIO RECEPTACLES 





Or Convenience Outlets Price 
No. Description Brass Bakelite 
131 Volume Control & Loud as 60:06 bb dea ess 600 vee ce $2.75 $2.75 
Sy ON NOD bo. son ne'cess vg denes 6cnhadstenershhe coscdes 0.90 0.90 
4242 * pe with: Duplex AC Receptacle & Box.......... 2.50 2.50 
242 =«¢ S AC Receptacle. ..ccscscccccccs 2.00 2.00 
A133 Antenna * Ground with AC Receptacle & Box & 2 Plugs.. 1.70 1.70 
133 ¥} Sere 1.35 1.35 
136 *¢ e ee -90 -90 
156 * ba OS * GE PO onc csaneetancitiedaaeces -75 -75 
A241 . . et - up. AC Rec. & Ln & 2 Plugs... 2.50 2.50 
“1 =«C«* . . Be ecascecce cs 2.00 2.00 
A23%6 «¢ > - . 5 -* pe 637... 2.00 2.00 
256 =°¢ ° . < b , © in anne 1.50 1.50 
RECEPTACLE COMBINATIONS—With Plates Price 
Pilot Light- Plate and Single Outlet Comp bnbSNtecbhs uOSR ees evsessces $2.10 
ae... iT bb higeds eiweihtedheccoceecs 4.25 
e es . Switch and Bull’s Eye bp Wd keseeehaedbonecescccce 3.65 
e sek. Gr See PEO. wah bwiea toes vesesunbsencccceces 1.35 
Switch and Plate 10 Amp. Sgle. Out. Comp ivGdiihinh dhidbbhes<iees .90 
or ee eee 2.20 
Hubbell Switch Tap Combination Screw Plate $7093-Recep. #7163..... 1.75 





RECEPTACLES, PORCELAIN 


ALABAX RECEPTACLES AND FIXTURES 








Symbol: Columa No. 1—Number of Alabax Fixture. 
Column No. 2—Resale Price Standard White Glaze Finish. 
Column No. 3—Resale Price All Over Color B-D-E-F-G-H- re L-M. 
Column No. 4—Resale Price Stripe Decoration No. 1A-2A-4 
Column No. 5 and 6—Resale Price Stripe Decoration T and U. 
Col. Col. Col. Col. Col. Col. Col. Col. Col. Col. 
fl #2 43 #4 #1 #2 #3 #4 #5 #6 
AL White Color Stripe AL White Color Stripe Sufpe oye 
S44 $2.70 $3.35 ...... 1469-70-77 $2.50 $2.85 $3.10 ..... ..... 
845 § 2. Peer 1475-76 B.30 3.60 3.70 ccockd e 
846 & 853 2.85 3.45 $4.10 || 2007 &9 1.35 1.75 2.00 
847 3.20 3.80 4.40 || 2008&10 1.50 1.85 2.10 
S48 1.75 2.10 2.35 || 2011-12 1.10 1.530 1.75 
849-50 2.00 2.35 2.60 || 201 1.85 2.25 2.50 
851 1.50 1.85 2.10 || 2014 2.00 2.35 2.60 
852 2.60 3.20 3.85 |} 2015 1.60 2.00 2.25 
859 & 63 1.75 2.10 2.35 || 2017 1.85 2.25 
864 2.25 2.85 3.45 |] 2018 1.60 2.00 
865 2.55 3.20 3.80 || 2371 1.25 1. 
866 -* £S ee 2469 3.10 3. 
867 SO. svace 2471 2.70 3. 
869-70 2.00 2.35 2.60 || 2669 3.60 4. 
871 1.50 1.85 2.10 || 2671 &28473.15 3. 
872 2.50 3.10 3.70 || 2846&73 3.10 3. 
873 2.80 3.45 4.05 || 2852 2.85 3.45 
875 2.00 2.35 2. 2853 3.4 3. 
898 1.25 1.60 1.85 || 2864&31002.50 3. 
919-20-22 1.50 1.85 2.10 || 2865&72 2.80 3. 
921 1.00 1.35 1.60 || 2990 2.25 2. 
923 re I 991 1.60 2. 
924 SS. Brae 9% 3101-02 2.10 2. 
929-30 1.75 2.10 2.35 || 3103 1.85 2. 
949-50 1.75 2.10 2.35 || 4070 2.50 2. 
951-60 & 71 1.25 1.60 1.85 |} 4071 2.10 2. 
952 & 962 1.75 2.10 2.35 || 4072 2.70 3. 
969-70 1.75 2.10 2.35 || 4073 2.35 2. 
980-83 1.75 2.10 2.35 ||} 9826&36 2.25 2. 
984 1.50 1.85 2.10 || 9896 &99062.50 2. 
989-90 1.90 2.25 2.50 10000 3.45 4. 
1200 & 02 1.75 2.10 2.35 || 10001 3.20 3. 
1201 &03 1.85 2.25 2.50 || 10002 Bie” Scces lédecs osbsé cose 
1273 .50 .70 .80 10003 Te. wcnec apdee dp 
1274-75 .80 1.05 1.15 10004 4.35 4. 
1276 .20 .40 .50 || 10005-6 4.10 4. 
1300-01 2.05 2.40 2.65 || 10007 3.70 4. 
1349-50 2.25 2.60 2.85 || 10008 4.60 5. 
1351 1.75 2.10 2.35 || 10009 4.35 5. 
1369-70 2.25 2.60 2.85 || 10010 3.10 3. 
1371 1.75 2.10 2.35 || 10012 1.35 2. 
1449-50 2-2 2.85 3.10 || 10013 1.60 2. 
“= & 71 2.35 2. 








2.00 50 
OTE.—The above prices do not include Glassware or Lamps. 


These prices apply only to the United States 


-060 Gauge 
All Type Bakelite Lacquer B. "Brass Lacquer B. Brass 
Single or Duplex Mote 286 ebeews $0.15 $0.1 $0.15 $0.20 $0.25 
Lift Cover Plate 1 Outlet........ ..... .40 at 55 -65 
Radio Plates Jack Lal ota or 
Duplex .... en -20 -15 -20 -20 .30 
Telephone «*" One Outlet. eeneus . were * OP  ceene ° 
. Fee ~ avec ae  cesee .  eerree -50 
Disappearing Door Plate nck “conse “easea, esaee éades -75 
uplex.. cosee 06688 e80ee eee 1.15 
Chenin Cables © iiscsese, antap | evecn ~¥ouds 00600 -75 
Blank Plates One Gang.. oseee .20 -25 .30 .30 .40 
Bull’ s Eye Plate One Gang...... .80 -70 . 80 . 80 .85 
“ and 1 Switch Comb.. SP. ieocie beece ebecce 1.00 
e - Sel Dem ~ -ct shsce’? Beene “bbend.  deeee 1.00 
Switch and Sgle. or Degen Rece .55 a execu e 
Steel Plates for 30 and 40 Amp. Fal Receptacles petneadevindece .80 
Solid Brace Plates 30.40 @ GOAmp. © ccc wcccccccccce 1.65 
Screwless Plates Bakelite for Hub ell ee... kk baeeneeene ‘ .55 
Porcelain Enameled Plates for Sgle. or  pgay Receptacles. . 25 
Mirror Glass Plates for Single —— Birtadévhabesst a 1.00 
DeLuxe Metal Plates for Single or Duplex Receptacles. ........... oe .90 
DeLuxe Wood Inlaid Plates for Single or Duplex Receptacles. ........ 2.35 
CAPS & PLUGS For Receptacles Price 
10 Amp. Pony Bakelite GOP eo 9 6060s ccctcccddendseotetteseccevessces .10 
10 Standard ~ cddedge esd tacepocabecdqusaccenccese -10 
10 * Cop Wis Cbeie® BOs csi cb vvcsescdincsvessces -10 
10 * . Brass Covered Cap $cnRdéUeaKenhbbsuniesadseevecoces -45 
ii» “ Pe OTe ee ee .20 
_ * . Gees Ge GO. ck oc ccsvstanvessecetibshnesaconcoers .30 
10 “* Tandem Blade Compe. COD. cowcvcccddeccoveveesesecescces 25 
MAdie FAG FUE s oo o.000506908s covencse gcse eeeesssscedocessecscose 45 
Radke Feet FOr GOO TOSRIOREERs oo 00 occ ccteesnsccsstesccencocecte -25 
Cheeses PG COM Re so oie oc ciccckceceveesscut ges seeesveoesees -75 
CORO FON PUN ns Wc cnn s 6s 06 6 6dN eens 6500 bbdEGS 06006608 45 
Disappearing Door Plug Brass Top. 1.20 
10 Amp. 2 Wir + Polariz. Comp. Cap. . -25 
10 2 Cord —— Cap. 35 
eae iS * Com -_* -55 
— - a7 2 .: Cord Grip ° .85 
— | 2. = “ Comp. a -90 
VE UR “ CordGrip ‘* 1.65 
10 * 38 > * Comp. ” 45 
a var) “ CordGrip ‘* -70 
ae . * Comp. ™ .70 
eae ae “ Cord Grip “* 1.10 
aS oe = * Pore . -65 
oe ¢ 3 sa + ME RAE intcction éetkstavesneceeets 1.75 
— = <- - Heavy Duty BEN san rchoccticdediescaupaane 2.40 
60 * 3 “ Wi th Cord Grip Kanegndaoee ~ Eee 
110 Volt 2 CP S8 Carbon Lamp for Bull’ 8 Eye Receptacle . éesecceccese -65 
evens SS Ree ecco enka .40 
44 
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Receptacles, Surface « R-Sundries 
RECEPTACLES, SURFACE R-SUNDRIES 
OSETTES— 
STANDARD RECEPTACLES or Lampholders _ STANDARD R Porcelain Price 
Keyless Porcelain Uni- Cleat—1 Piece Junior i 5 Rosette Sd deb sdb coment eepeeSae cuss oft 8 .15 
Standard Base versal | #3 8 © Pusible astnesie+ annie <teNtr © snp? 5028 
Pony Cyto No, S. H. Cnpre— Screws oor $0. 10 Coneye-$ Piece Jr. Concealed Foesiees Rosette hedh oaneeseew dovece ease ¥ 
- ° Center“ é ee. ||) | Seer eter rere errr a 
Standard Cleat Sf ff —Side S795 «8S pe Pa eee ae 
. * - nn ~ - For 
° ° With — 4013 .40 
. + . 3" Box 4° Box 
7 bs Brass +e _ 9403 .45 
“ Concealed . No. $. H . Groove... Re. 4000 45 Box Type—1 Piece Rosette See Fonigs. ose ; @ccece “ .40 3 .55 
« . . cee ee 4001 “50 ithout Terminal....... 15 20 
Oblong * « With * . ee es apa Ney 58300 “45 For Special Condulet Rosettes—See Pages PL-16, 11 and 12. 
Roun a : * W igishnan iehansasecep es 8105 45 
S y. AR Rings bees ecccviseoces 44 50 
Oblong * . & E Gstees tr the. 4026 .60 GROUND RODS 
Mogul-P & S No. 520—Arrow 5012—Hubbell $446. Ps RIGS nce cesee $0.95 Copper- Galva- Galva- Copper- pe Galva- 
Miniature or Candelabra Receptacle (Small Types o6 060% 0445-6 .25 wold nized nized wehs nized nized 
ebeeS. THRs « o cccenccccesciece 367 30 Not Wired Not Wired 
Wired : Wired 
¥ % > m 7S ries Price -_ si < oa P 8 
"x t J Q reste sa t. . 
OUTLET BOX RECEPTACLES or Lampholders 5 Pe . ea : a Sie a oa -95 
Pull and Keyless—Porcelain and Brass Shell 44°x6 « «1.25 "50 55 > GUS: ieee vee 
Standard Base Price 13.3%, - +. co eee ine: Sa + tees 
Porcelain Pull Cord & Chain for 344 & 4” Box. $1.85 | §frx5 . oe: ° sl wth en 
Porcelain Keyle : for" Dai tertaehennts o2008 ° a 
eee ee Beccecrsnesiaceinoe oh RAWLPLUGS—Standard Types 
Boon Sha Pail es ches 314” Box : ake .". - 3 ° Number of ; For Screw Price ; Number of : For Screw Price 
glee getgatncste > es, * 14°00 Rawlplug am o. = Rawliplug oem No. oy 
Z a AP tte eeeeeeeeees 7 : a — “ms — 
eos ow it with 7” Ch. aig Re Eaten 4 oy sa bj Ser4s a P “ 7 Looess “ % 1“ lene 
= 5 of tt Che Cord 8ie? Bos My Ss 8 ic: Bae 
on. @ 6 2 ee » oF tee. % W-ll 04 J90.022255: 20-22 12 
s “« (eo eed Ch & Cord 4° wena here +55 12...000. M 12 05 
Keyless Mounted Blk. Metal Cov. ai p82 IIIS “30 Rawipings fer Lag Serows 
. z - ~ yan + SEES = Site “ pi size of ; : Len Pre 
3 a 4 is a ge TTT T TNS eee ee eeererens . a crew * ole awiplug . O e 
Galv. i cece ssdovececpeteeseceee .35 “y6° 1% 7 p sis $.15 s.is $.20 316° 
P e . : . . ge 
d 4 “ wane ache 
~ > » , “ getd > sand -27 .30 $.30 
T-SLOT BOX RECEPTACLES—Surface Type Price vol. For Expansion Shields—See Page PL-10. 
OD Denak. Dee ROTE IRONED sob 0 ncindc ose ctbccnesetscdcstceiniessée o.5 
be ¥ Ses WESS ES CV 6g 60606 CObSOCEEOCCOOS ONENESS ° 
10 * Rocogtate- with Covered ee TTT ir ee sr REPAIRS & REPLACEMENTS 
ie olarize DORE... okt. cilcide s tae pediebesanmiotséenseeses ° 
SS a, Ss Se A ice vin vinn b0.0600540008600deese6 .45 Chromalox 
°°. oon pi (ae GUE Re .50 : Electric 1200 Wa Units for Replacements Purposes 
10 “ Sgle. 4 Sg Din nhebiahicendh chimed eeinheus .55 | 1000 Watts atts 1500 Watts 2000 Watts 
_ Duplex * + > an ee ee ee ee -65 $6.90 30 $8.75 
METAL REFLECTORS —Glassteel Diffusers 
T-SLOT HEAVY DUTY & POLARIZED Oval one oar Daylight Globe | 
Cleat and Concealed Bases Price | Threaded Pendent Hood.....$ 9.95 $13.80 ...... mat nae 2m 
10 A. Small Concealed 2 Wire... $ .55 | Ceiling Hood.............4. 9.95 13.80 ...... 10.50 14.65 
10A.SmallCleat Detachable Can., Pend. Hood. 10.25 14.10 $20.75 10.75 14.95 
» -- et or wats : Detachable Can., Ceiling Hd. 10.35 16.10 se" 10.75 14.95 .... 
~ Polari ; y nf 10” is” 16° 
10 A. Polarized Concealed _ Globes Only... ... 00.404 2.50 3.95 7.95 3.10 4.80 .... 
10 A. Polarized Wood Molding : {OTE.—150-200 W., 18”; 300-500 W., 20”; 750-1000, 24”. 
10 A. Fielding Receptacle Globes: 150-200 W., 10” ; 300-500 W., 12” ; 750-1000, 16”. 


10 A. Polarized Concealed 

20 A. Polarized Cleat 

20 A. Polarized Concealed 

20 A. Polarized Wood Molding 
20 A. Polarized Concealed 

30 A, Polarized Composition 

40 A. Polarized Porcelain 

40 A. Polarized Composition 
Pore. Sub. Base for 40 Amp. Rec 





G9 O9 bo G9BO tO bo GH RD BD DD DO DDD 
StF eeeeeeeenre 


’eeseeoeeczenenr 





CANOPY OR FIXTURE RECEPTACLE 


Pull for Ceiling Ring - CR cnc wh vc cosdudheshchetonusthdemegeeesd $0.40 
Pe GSO seb) cacn chanGevncks 44 vakesehirioes .40 

malls 28 a Chain PU CCa6s ceeeihasduoewes seodbetbeteseen -45 
rath ¥ © DS RN vtndecccetebsntscadecssetaseuceséran 45 

s 4 ° OB, Gn cdc ns agendas bisabenticdedsavaatha 55 





SIGN RECEPTACLES—Standard Base 


Keyless Removable Ring Price 

Stand. Shallow Garber Tash os ccvcdccwcdswedebetssewegsbbeseccece $0.30 
OEE nuevas oe ecerccusesthbenscecenseetesene -35 

“ ee gk ST RE 40 

a Se ONM at00080dpkwebieghsseosen band sOndas 35 
Competitive Shallow DNB > 5: cnt da tices taswecesaiinds soe -20 
Re ga, oe edevedeceessooe -25 

. ? Pie: BS Wee BOR oii ocd cnatuds ccovdetocsvecec -20 

Deep Type With Sete TOM ccc c ccs cevscecccecoseccvccesccescees -30 
CRUDE eS cnn ey cbenhs HbGSTR Se cee sedicdadesee .35 

Ss ee ES Oe ae Renee pe ere -20 

So olid Sign Rec. With Screw Trim... ...ccsssccrsececoccs ovecces ° -20 
Intermediate Base Price 

Porcelain Cleat Receptacle bthbneetveens esadsnvoegactsn sodsiaunsese $.25 
BEMOW ec vccccicsccceses Sob cseceavecse .30 

e ——  »,. eres pigqd dadeandstacb<ee -25 

be * Removable Ring..o.......sssee0s 004060 6eseboteece .30 








STANDARD INDUSTRIAL REFLECTORS 
Prices do not include holders or sockets 


With Plain With Screw 











For Diameter Collar for Neck for Complete 
Style Lamp Size Bowl Shade Reflector With 
Holders Sockets Sockets 
Price Price Price 
25-40 W. 10” $1.50 sees pace 
50-60 “ 12” 2.00 $2.25 $3.50 
R. L. M. DOME 100 * 12” 2.10 2.35 3.6 
TYPE 150 * 14” 2.50 2.65 3.90 
200 * 16” 2.90 3.10 4.75 
500 « 18” 4.00 4.25 etse 
750-1000 « 20” 5.85 6.40 - 
25-40 “ 5” 1.25 cece acs 
50-60 “ nd 1.70 eee 3.25 
100 * 8” cece eons 3.45 
DEEP BOWL TYPE 100 “ 8" 1.75 2.00 ess 
150 « 9” 2.00 2.25 3.65 
200 * 10” 2.50 2.65 4.25 
300-500 “ 12” 4.00 4.20 eee 
750-1000 *« 15” 4.90 5.15 
25-40 * 10” 1.40 1.80 eos 
50-60 * 12” 1.60 2.00 3.65 
SHALLOW DOME 100 * 12” 1.90 2.15 3.90 
150 * 14” eoee eee 4.25 
150 * 15” 2.80 3.10 cess 
200 « 16” aes veas 5.06 
25-40 “ 1 ot 1.30 ees 
50-60 “ 8” 1.60 » de 
ANGLE TYPE 100 * 8” 1.70 2.50 
150-200 “ 10” 2.15 3.00 
300-500 “ 12” 3.85 5.00 
750-1000 “ 15” 6.00 6. nikon 
Holders for above—For Standard Brass Sockets... ............4: Each $0.20 
‘orc. or Alum. Sockets or Box Recept. . ° -25 
Sockets oe Add 10% to manufacturers’ list prices. 


These prices apply only to the United States 
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SWitches, Flush Tumbler 





SOCKETS 
COMPLETE STANDARD SOCKETS enh 
end. 
nd. Cord 
‘Gp Brass Brass Bok, ac, act. Grip 
dard Brass Shell ets 
y $ Pe $ .25 $ .30 $ 45 §$ .65 $3.70 $ .45 
— [20 +20 ° 40 -60 ° 65 40 
Pall e ° e 55 -70 75 
Push . ° ° ° 70 
Brass 





Complete With ack, 


ese . . eeeee . 
Pall + “b0 
Pweb e cece 80 

Levoli 
Pull 


Key 
Keyless 
P 


Push 


Key 
Keyless 


Rey 
Pall 
Push 
Er 
Pall 
Push 


BBS BEBE Be 


— 
on 





BASES Only For Brass and Porcelain 


Cleat Base For Open Wirin 

Concld. Base for sneld. iring—Small 
Brass Cov. Base Concld. Wiring—Smaill 
Brass Covered Base for rad pase 

Brass Covered Base for 4 

Angle Concealed Base 

All Porcelain Cleat Base 

All Porcelain Concealed Large 

All Porcelain For 3}{ Box 

All Porcelain For 4 


BRASS BAYONET SOCKETS or Wall Sockets 


Keyless Brass Shell with Small Conc. or Slotted Base 
Covered 





* 
Key 


with ill. Rin ng.. 





BRASS TWIN SOCKETS & ADAPTOR SOCKETS 
or Current Taps 


Pull Adaptor Socket—No Outlet. ..........5+005 Sheceevcceseessesece $1. 

Pull Adaptor Socket T Side Tap a. 

Pull Twin Sooper. corey — Outiet 

Pul lSocket \%” Get e Tap 

| ply a. Cap Side T Sie Tip 
Key %” Cap Side T Side Tap 





WEATHERPROOF SOCKETS 


Composition Mica or Porcelain with Leads 
Decorative Sockets for Temporary Work 
Porcelain 





Stand. Base 1 Raytece. Candle Socket with Bigs or Adjust. Hickey 
—— Socket with Rigid or Adjust. coven $enees 

Std. Base Turn or Tumbl 

Levolier Bracket Candle “Sockets Lever _— No. 


Brass Lever N 

Intermediate Base Pull Candle Socket with | Sood Jacket. . 
[atermediate Base rlee Candle Socket Porcelain 
Candelabra Type Ke Socket 

Candelabra Type Pull 


CANDELABRA OR MINIATURE SOCKETS 





e Brave Shell} 
Ke 


nl Shell Push. 4" Cap. 
DIM-A-LITE & ———— E SOCKETS: 


$135 $i 25 $125 


STANDARD BASE HUSK AND REFLECTOR TYPE 
Porcelain Keyless ; 
| Piece with Threaded Cap 
ne Piece Angle Cap Threaded 
Two Piece Body Only 
fr: Piece Body with Brass Cap 








wo Piece Body with Brass Cap 
T'wo Piece Body Pendant Cord Grip 





INTERMEDIATE BASE Sockets 
Brass and Weatherproof 


Sa Socket & C coccell ole Push Socket 
eyless Socket Aap... soe . one Wof. Socket 
Pull Socket & saeco SD 


46 


Pp 
ire Leads 





ACCESSORIES 
Adegtnss for Sockete—See Pages PL-4 and 18. 
Acorn Hubbell 5919-6982-7: Similar— 

Acorn Luminous Hubbell 

Hard Rubber J 

beh . 

Se OE I sc dnccés 0ncecvcesson ts $eedes .02 
Cord for ee ype—Per Foot d 
Extension—Benjamin No. 91 ° ee 
les for Soc ete—Br; ant 1240-1388—or Similar.......... 222 ° 
icing Links Non-Insulating for Chain—Each................0000000e d 
Splicing Links Insulated for Chain—Each...... 2.2... 0... ccc ccccecceee ‘ 


SOCKETS, HEAVY DUTY 


MOGUL SOCKETS 
Arrow, Bryant, G. E., Hubbell, H. & H., P. &S., Weber 


All Keyless 














HEAVY DUTY wearunarnced SOCKETS 
Copper or Aluminum Shpll 


All Keyless 
Piece with % or Fé Nipple 
= “ Cord G 


1 

1 4 

_ = 3 “w 

2 * _ _ 

= * ° ord Grip 
Shadeholders for above sockets. 
3% Aluminum or Copper Extra 


HEAVY DUTY ee 





Price Each 
$1.25 
« my 7 Re “ 
Benco Keyless Socket as Ob GOO. ciciccs 
rass 
* Pull = Brase, CG oer or Alum. 


Mogu ad... 
Benco Thaaded Holder endl 
Polish. » Se Weath prfi— 


Coppe 
Brashed Brass 





One Piece Socket with Lamp Grip.............. 
Two Piece Socket with Lamp Grip. .............. 


BENJAMIN REFLECTOR SOCK 
Porcelain or Similar 





. Absorb. Sel 
° “ Pull Chain ... 
Mogul Base Keyless Shock Absorbing .. 


ot Shock Absorbing obese os 
If X or XR Fitting not cone on eee sockets deduct............. 


SWITCHES, FLUSH TUMBLER 
All Square Handle 


Plates and Boxes Extra 
Pore. am P 








STANDARD °°. 2 = 
Compo* 


COMPE- 
ITIVE 


HEAVY 
DUTY 


en Gee n per 

orc. u 

LOCK hig abe 
TYPE *« 


NEW i a War Switches 
CIRCUIT “ 2—3-Way Switches 
Triplet—3 Ss. eyt = 


TYPE 
2S. &12-W 


EXTRAS—For Luminous Tip add ee 
For Glo Guide Handle Switches add for Each. 


TUMBLER SWITCH COMBINATIONS 
t 
. P. Switch—Pilot oe. . . jee 
10 A. D. P. Switch—Pilot Lt.—. 
eo eceptacle 





15A a 
Switch — Tap & Receptacle with 


These prices apply only to the United States 
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Switches, Flush Tumbler 


PL-17 
Switches, 





PLATES For Tumbler Switches 





Price 





SWITCHES, PULL CORD, CHAIN, 














2 4 
be Gan A N TC > 
Stamped Brass Spra “4 Finish yo aes. os 2b $ “ 4.5 C OPY, LEVOLIER, E - 
© © Sprayed = 000 "20 1135 PULL SWITCHES—BODIES ONLY 
« © Brush Brass“ 060 * .... .25 ‘% 3 1.60 Small Socket Type Price 
Bakelite Plate for Receptacle or Switch...... 15 -30 45 et Ci Deaatn POR: osc sicucceticednestessheseesy sdioapln cesar $0.95 
Chromium plate for Receptacle or Switch..... ee” > Re 7 eh MENG 0. oe 0 dace cdouernbensehengseeagesnbeccensepenssce 1.00 
Bakelite Plate for 2 Amp. Tumbler Switch .. .25 -50 75 es 5 5 babe hie hobs ewekencessestendebdid Uetbeveus 95 
Twin & Triple B. B. or Bakelite Plates. vege -25 -25 = «+++ | Fixture—Bottom Pull. ......-.ssscesesececereeseeseesscseuesseneses 1.25 
Comb. Switch and “icepe -peeet Comp... 30 -40 wee sees # Brace Capeceescccces Seine tadekewhsosabanehens .10 
* Pilot Li +75 eens oes te: © Rs 6 0 0060000cceseesheseeeedsdeetycess 35 
Hubbell Bobelien 5 Screwless as Pay Ser -60 1.10 1.60 2.25 I re a ak oe a 15 
Bryant DeLuxe W Inlaid any Finish scenes 2.75 4.70 7.70 ones Elie Rte iO PERS NEE — 
Gath: Siimni . setal a | 2 ay 4 + a <o Small Slotted or Concealed Base. .....ccccecsesees a = 
ut orcelain Ename ates... ee . . . oo ss 8 an ases arge Conceale BECoccrccccccccscsscccccsceesess ed 
Glass Mirror Plates 1:00 1.75 32.80 %.35| ~*P* fy Weal lieeiiee Ded... * "35 
Blank Plate .040 Brush Brass Finish... .30 .60 .90 rie Above Switch Small Box Base Brass Covered. —<— 
Bodies ” Box Base Brass Covered - 65 
‘ pox Bese Brass  omeped.. ° 1.8 
x Cover wit ING.es oi 
SWITCHES, FLUSH PUSH yp ey peng he oo oe 
Shane & ein tame ie CEILING PULL SWITCHES ‘MOUNTED ON 
Standard Shallow Type Porcelain Cup—Single Pole... ..............+++ OUTLET BOX CO 
s 6 ‘ EE Wok disecieebvees bees Arrow —H & H or Equal 
’ 72 . . BB Way .-.-- cece cece cece ence ee For 334" Outlet Box Single Pole... .......-..ssreseeeeeeeeeececes $2.00 
. - fas © ig oH  cacccccescccesccccvcces 3. 3%" DP —3 & 4 Way-2-3 Circuit........00es ce eee 2.40 
Deep Type Porcelain Cup—Single Pole.............. « 4° « . Paste aa scschite b ecitoda end ails dina « b@ese tiie 2.00 
a “ ; rt Wer = « 4” . P.—3 & 4 Way-2-3 Circuit...............+ 2.40 
ay 


sere ee ener eee 


* . « “ «4 
« _ 
Lock Type Standard Porcelain oP Houble Pole PS TE er 
. 7 7 « 3 Way.... 
. « « * 4 “ Tiere 
Electrolier Noo-Lndicating snd othag > 6 Weare enesen id BIOL ba b6ONSH Sb Md 0e 68 
Indicati 


Extra for Luminous 





eee eee ee eee eee eres 


eee eee eee eee eee eee eee eee eee eee cere eee eee) 


* 


sResRReBRReResansss 





PUSH SWITCH COMBINATIONS 









































With Plates Price 
Bryant 7 » P. Indicat. Switch Flush Receptacle & .060 Plate. . .$2.50 
One Push Switch-Bulls Eye and Solid Plate...... . 4.80 
* Disa r Recp. Bulls E - 8.85 
465 * D.P. Flush Swite . & Pilot Lamp .060 . 3.90 
467 * Flush Switch—Fi ush Recep. —Bulls Eye—Solid yp. - 6.15 
558 * Duplex .. 7.00 
PLATES For Flush Push Switches Price Pe 
1 + 
siqticn Gang Gang eons 
Stamped Brass spre red inish rt ays... ; $ .30 $ .45 $1.1 
Brush Brass 04 .20 .40 .60 1.35 
° * Sprayed sed 060 ’ ‘ .50 75 1.35 
s e ares | Geass . 2..* .30 .60 .90 1.60 
Bakelite or Composition... .........sseseee0s 15 .30 45 -80 
Bryant DeLuxe lates Wood Ms 45-0 004<4 2.75 4.70 7.70 ne 
bs e EMM sc ccestcnscé 1.00 1.75 2.45 a 
th ee NED, . chide dh se cate deen 0008 -25 7 1.00 asae 
Glass Mirror Plates. . seecesee BE 1.75 2.50 3.25 
Blank Plate .040 Brush Brass Finish ......... .30 -60 OD svcce 
Combination Switch. & Receptacle Moulded. .30 Me ines . “seeds 
Push & Recept. aor 060 Brass. MD. wicca oebees 
Guth Enameled. ME eaen | Kenge 
e a ° “ Mirror Glass. . Sn ttves  aphas 
METAL COVERED SNAP SWITCHES vs 
5 1 
Poles Volts Type Size Amp. Amp. Amp. Amp. 
Single 125 Non-Indicating...... Pony .40 gen owes cose 
’ indicating.......... = . eo “sen eee 
° = Non-Indicating. Standard 60 $ .80 $1.75 $2.90 
® e Indicating. . s .65 90 1.95 3.20 
Double 250 Non-Indicating. ® 90 1.10 2.45 2.95 
6 bg ndicating...... 6 1.0 1.25 23.55 3.50 
Triple po Non-Indicating. . ---- 8.10 5.10 6.00 
e ndicating...... e ---- 8.00 5.30 6.35 
3-Way 125 Non-Indicating...... S 90 1.70 3.20 3.80 
4-Way - Non-Indicating...... e ee ren Side 
Electrolier “ Non-Indicating...... Ys ivan nn baat 
- “ ndicating.......... nd 2.30 
ALL PORCELAIN SNAP SWITCHES - os 
Poles Volts Type Size Amp. aap Amp. Amp. 
Single 25 Noe-Indizating bateee Pony $s. sede babi esse 
125 Indicating.......... .60 eine oeee eens 
° 125 Non-Indicating...... Sune \ gg £ wee 
° 125 Indicating. . séee -75 1.00 $2.45 3.20 
Double 250 Non-Indicating. err S 1.00 1.20 38.30 3.90 
- 250 Indicating.......... = 1.10 1.40 3.25 8.75 
3-Way 125 Non-Indicating...... be 1.00 1.70 3.25 3.75 
4-Way 125 Non-Indicating...... rd 1 = B.GP | wes esse 
Electrolier125 Indicating.......... ° 2.30 
TUMBLER OR TOGGLE SURFACE SWITCHES 
Metal or ea Covers 
Singl Double 3 4 
125-250 Volt Po “f Pole Way Way 
5 Amp. Closed or Slott. Base......... $ .40 $ .95 $ .90 $1. 
5 Amp. with Outlet Box Cover34or4” .60 - -00 ee 
10 Amp. Closed or Slott. Base.......... -90 1.25 1.35 os 
PARTS FOR SNAP SWITCHES Price 
Handles—Standard Type Each $.12—Ratchet Type..............+se00: $. 
Bases—Porcelain 5 Uae $.12—10 Amp. $. 15—30 Amp a apee ebtie an 66a ° 
Covers—10 Amp & Under Me: al S. . Laeehusecdeteheameieone .20 
Over 10 Am Sececocecesceococcces Coe 
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HEAVY DUTY PULL CORD SWITCHES, METAL COVER 


With Chain or Chain & Cord Price 
S. P. with Small Porc. Slotted or Solid B........ccececccccccccecceces $1.60 
D. P. with Small Porc. Slotted or Solid B.... 2... cece ecccececececees 1.90 
3 & 4 Point with Small Porc. Slotted or Solid B.. . 2.0... cece cece cence 1,90 


These switches can be furnished with side or bottom open, at same price. 


TYPE ‘“‘O”* PULL SWITCHES “| / 
For Ceiling Fixtures or Ceiling Fans e 
Single or Double Pole—3 & 4 Point Electrolier & Motor Control—Similar to 





























ryant $2473 to 2480 with % Caps, cord & Ball Each.................. $3.00 

CANOPY SWITCHES Price 

Rotary Canopy Switches any style any make (except below).............. .B5 

Tumbler Sy f ee OE Ob Oe EE 4/55. <<) nc00ncadhanheed .55 

Pull Type P & 3316 or 17—Arrow—H & H #7743-6—Bryant 2842... .90 

maeteecon * Lay SWITCHES 

ill Co. Price 

Twi-Lite Canopy or Fixture sete Oa ro peebees ° -.$1.00 

BAG NR Tan 400 da dete ha Lacenbdeenawbs -- 1.00 

Conduit Box & Fixture Switch $41-62 & 63. . - 1.00 

Switch Hickey 64 & 64 A for above. ........ceesees 15 

Center Pull #38 .00 
PENDANT SWITCHES 

With Pendant Cap Price 

Brass Shell Pend. Cap Side Button Subcey S6beS Cenk siubceteusdeecoes ++-8 .60 

OTLOM OB veeeneeeeeeeeeeeeeececeeneeeseeenss -90 

“ Type “O” Pend. * T hau db an eehuesihesdeihenebebéonnent 2.00 

All Porcelain ide we -eded ab Ode Sueyaanes Shes 4dbane onde .60 

® S 10 Amps) * ©. cidbadbduaaeededsdeeeksssnsieteies .90 

Pundent Gulneh & Comment Taps Comins ooo o.o.conecesicdveccceccccccesed 1.00 

FEED THROUGH SWITCHES Price 

ts Es ee NEN, 5 od o6 and ca nnibbdnd 6600s cae bend 600000 beuee $.50 

Composition Feed Thru Switch, say cA ttines dbus sh nees 06seéeekel .50 

Composition Feed Thru Switch. Egg Shape...........ccecceccccccees -50 

Composition Feed Thru Switch. Pomy.........ccccccceccccsccscceces -45 

DOOR SWEEGHES Price 

Open Circuit—No Box Chah'bed OA NERS 64d WENO RSGOORASSOK6 0 oe cdewemene $3.75 

ee. = a . So ecneycebdveseboetyeedeesegesenseeseceeenesées 3.75 

ee ee Be I acccdcneskdasnécannsnesediennavesabucsbak .75 

DOOR SWITCHES & OPENERS 

, Edwards Price 

#8 Door Opener Mortise Type $2.75 $152 Rim Type Flush. ++ +8 6.00 

“oe «¢ 6 S 31.25 $152 for Surface Conduit.....; 25.25 

48A * S * 34.25 154 Mortise Type........... 5.75 

e ¢ = Rim © 81.26 153 Plate Type............. 7.00 

50A * ° “< © 34.25 Door Switch............ 8.65 

51 e » Plate “ 34.25 2000 Box for 174 Door SW.... 1.30 

51A * . “= — * 35.25 1541 Opener Mortise Type.... 10.50 

Se ° Mortise* 38.25 


$289—Latch for #52 * ° 3.50 
MOTOR STARTING SWITCHES 
For Small A. C. Motors 
Arrow or H & H 





Triple Pole 
A 


Double Pole Double Pole 30A. 250V— 
mee Sing oven olt 
rice rice Price 
4 BP. cccsone ° $4.90 
ee ° Ae a 2.30 5.10 
ie y Sarre 2.45 2.45 5.30 
7. wa Weetacées 2.70 2.70 5.55 
Bryant 
Séntinel Circuit Breakers Single Pole for Protection of Fractional H, P. 
Motors No, BSB-1-2-4-6-8-10-12 and 14... 0... cece c cee cecseenceese $2.65 
Trumbull 
Small Motor Starting Switches 
No. 2221 —2 Pole 30A. 125 Volt—20A. 250 Volt —3A. 600 Volt without 
ORNS CORUIOD,, on snnnieknc Poke ¢ 0 <bng600cesethass 
No. 2361 —3 Pole 30A. 125-250 Volt—3A. 600 Volt without Overload 
PINES sc acctbuiekshcenewen act echakiels ens caaae 
No. 2222-6—Single Pole up to % H. P. 230 Volt A. C. and % H. P. 115V. 
A. C. with Thermostatic Overload Protection. .... cocce Se 


T hese prices apply only to the United States 
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Switches 





Switches 





SWITCHES, KNIFE, ENTRANCE & PANEL 


ENTRANCE & PANEL SWITCHES 
30 Amp. 125 Volts, Plug Fused 








Pa? Location 

Description of Fuses Price 

Double Pe BO, Behn 0cae vd nctdaees cGbcsacedaas ‘op $ .80 

e = PY pkwene 0600860 EKES SO REESLOCEES .80 

e F RE cvenadetabveeidiedstedekenad -85 

Triple ©  ekeddedaeatesdebus Crdbisnheshvnckiauaweld 1.25 
© sinnpegesetnhedthtssaddthamawembed 1.30 | 

Double Pole Single Branch shh ontoaliee nated aneaekns as il 1.30 

PE PORES EEF 1.30 

Large Type 1.530 

Double Pole—Double Branch ert. Maine. 3.00 

Horiz. 3.00 

Trip. to D. P. Double Branch Vert. Mains . 3.15 

Horiz. Mains... 3.15 





BABY KNIFE SWITCHES—Any Make 








Porcelain Base Slate Base 

Open Type 125 Volt 250 Volts 
15Amp. 30 Amp. 15 Amp. 30 Amp. 
Single Pole Single has se ‘ $ .60 $ .70 
Double we 1 aos Trt 





Double - Single 





DUG -enuceweessess Ge” 2 EE 6” ‘eewes 1.40 
TYPE “C” OPEN KNIFE SWITCHES 
Slate Base Front Connected 
Not F usible Fusible 
2 4 2 3 4 
Pole Pole Pole Pole Pole Pole 
Sgl. Throw 30 A. 250 V. Only...$1.15 $1.65 $2.25 ..... ..... e 
250 & 500 V. AC 
= * BO Bun ccccccovcccee 1.75 2.65 3.50 $1.75 $2.65 $3.50 
= GD Bu. co cccccccecece 2.00 3.00 4.05 2.95 4.45 5.95 
S © BED Bae c coccccccesece 4.10 6.20 8.25 6.00 9.05 12.05 
= BED Boe cccccccccccese 7.45 11.15 14.85 11.15 16.75 22.25 
Dbl. Throw 30 A. 250 V. Only.. 1.90 2.95 4.20 ..... sevee coves 
& 500 V. AC 
° ye SD B.s ve ccccncceess 2.36 4.40 6.35 3.65 5.80 8.00 
e a GP Bic ccececessees 3.30 6.10 7.25 5.60 9.00 12.35 
e pa |) Spppeeqeerer 7.40 11.40 16.15 12.20 19.55 26.85 
Se = 200 A 12.38 19.15 25.60 21.45 34.35 43.90 





SWITCHES, RESIDENCE, METER 
SERVICE, INDUSTRIAL, ETC. 








SQUARE D 
For Cadmium Plated or Galvanized Switches Add 40% 
SMALL SERVICE ENTRANCE SWITCHES 
30 Amp. “‘Square D’’ Switches Residence Type 








Numbers Volts Description 2 Pole 3 Pole 
97211-97311 125 For Plug Fuse Bee TORRE. » oc cctccccces $1.75 $2.50 
99211-99311 125 Neut. —- ecoccscese BaD 3.00 
78211-78311 125 - S “ Meter Test.. esceccece BaD 4.10 
1211 BSS «= Pw: Beste, Be nn ace cccdccnccccece Ft rrr 
97251-97351 250 Encl. Fused Solid Neut.............+.+. 1.75 3.20 
99251-99351 250 “ Fused Neut. beeseees 2.50 4.35 

METER SERVICE SWITCHES 
Branch Fuses, Cabinets Attached and Wired 
Accessible Main Fuses 
Main’ Branch 
Cat. No. Amps. Voits Poles Neutral Fuses Fuses Price 
SK-2188....... 30 125 2 Solid 1 4 $6.75 
Fae 30 125-250 3 . 2 4 7.75 
DEE cocsece 30 125 . 1 2 6.00 | 
OT 30 125 BS cecconss 2 4 7.25 | 
BOG ccc 30 125 B scnctsos 2 2 6.50 




















METER SERVICE SWITCHES 
“Square D”’ Main Fuses Sealed Without End Walls 

Meter Non-Meter 

Fused Test Type Test “i 
Amps. Poles For Neutral Number rice Number we 

30 2 2 Plug Fused 36211 3. 16211 

30 2 | ae. Solid 36231 3.50 16231 i 19 
30 3 ME ‘x 36331 3.70 16331 3.25 
30 2 2 Enc. Fused 36251 4.10 16251 3.70 
30 2 oe Solid 36271 3.80 16271 3.40 
30 3 , >. Solid 36371 4.30 16371 3.85 
60 2 | Be Fused 36252 12.90 16252 11.95 
60 2 =e. Solid 36272 12.00 16272 11.10 
60 3 ? Solid 36372 13.75 16372 12.85 
100 2 Fused 36253 21.25 16253 20.35 
100 2 Solid 36273 21.25 16273 19.45 
100 3 ey Solid 36373 23.00 16373 21.25 





UNIVERSAL METER SERVICE SWITCHES 
*‘Square D’’ Meter Service 


Type 
No. saul eto $3.70 All 30 Amp. 125 Volt No. watt eishit: “$4.15 
cS 9 eres Single Phase & DC No. 12311 «+. 4.45 
is SUE. ovcscacs 160 without end walls No. laa. ah ences apes 5.65 
No. $4311.......... 5.25 














METER SERVICE SWITCHES 
uare D’’ Without End Walls Live & Dead Fuse Type 








METER TESTING 4 
Number Amps. Pole Fused Neutral Description Price 
55211 30 21 Plug Solid Single — Fuse — re $ 2.35 

ll 30 2 2 Fused GAR cocnee 2.95 
SK-916 30 ee Sclid za _ rere 2.95 

11 30 33° Solid - = rn 3.70 
57311 30 i he ™ - e — | 3.70 
15211 30 i ae e Gang Type Fuse Dead Ceuta 2.80 
18211 30 2 > Fused 4 is 64b-4x 3.35 
39231 30 Be Se. Solid Gang Type Acces. M. Fuses 4.40 
39331 30 = = Gang Tee paae. SS . Fuses -20 
15311 30 ee Solid a 4.15 
17311 30 2 te " _ ne. . 

51 30 2 2Cart. Fused Cites = 
26251 30 a. = - $ 
57351 30 oS *S Solid be bad 
28252 60 ao Fused S S 
27312 60 -— > Solid ° ve 
14312 60 eS S S 

100 >, * Fused _ S 
ae 100 33 * Selid bs e 
100 3 2 - . . . 
NON. METER TEST TYPE as 
Number Amps. Pole Fused Neutral Description Price 
26311 3 2Plug Solid Plug Type Fuse Dead....... $ 2.58 
26351 30 3 2 Cart. Cart. Type Fuse Dead...... 4.05 
SK-659 30 3 2Cart Switched Cart. Type Fuse Dead...... 4.60 
SK-660 60 i Be = Cart. Type Fuse Dead...... 11.70 
SK-674 100 . 2 * ” Cart. Type Fuse Dead...... 19.20 
POLYPHASE METER SERVICE SWITCHES 
uare D”’ Accessible Main Fuse Type 

METER TEST TYPE 
Number Amp. Pole 
30391 30 3 
30392 60 
30393 100 3 
NON METER TEST 
Number Amp. Pole 
10391 30 3 
10392 60 3 
10393 100 3 





uare D”’ Sealable Main Fuses 
METER TEST TYP 





Number mp. Pole 
36351 30 3 
36352 60 

36393 100 3 
NON METER TEST 
Number Amp. Pole 
SK-671 30 3 
SK-672 60 3 
SK-673 100 3 


















FITTINGS FOR ST. ANDARDIZED ‘SWITCHES i 
ENTRANCE RANGE AND LIGHTING SWITCH End Walls fgr 30 Amp. Switches. ke ee pe -30 
No. 38372....R & Lighti Switch 1-60A. 250V. & 4-30A. 125V. B ™. 80 mp witc es. babes 6 eadtee de beenee 05 bbe chou ° 
No. SK ‘235 259. “Beak bicer Plate rye Support for Above......... a: 2.00 Trough Closing Plates No. 20533 & 34 BA... ee eee reece eee e eee e eee en eens 10 
Connecting Trough h No. cis 5 BI, oo o0-0b 08 06054 4.60 Si wp bcos te = 
Universal End Wall & Shutters. . POSE eR GE on Uae ad bad ont hc ae ae 
Bn ety toe / a Meter Shutter only “yl” " SapeRerepeanee .15 
No. 38312 For Range—Water Heater—Lighting Circuits............ $7.35 OUTDOOR METER BOXES 
Galv. or 
METER SERVICE SWITCHES ‘ No. wn ,, Daretiotes x ~~ 
s in BEE. caeducoenesasvenws it est Block 25 . 
Square D”’ Accessible Main —— Without — _— Without Test Block. ©, 5. 00 7" 
— Test Type Test Type Ww eter Sw. Box. oe &évancueeues 
Amps. Poles For Neutral Number rice Number rice 
30 2 2 Plu Fused 30211 $ 4.00 10211 $ 3.65 TYP — **Square D’’ Single Throw 
0 2 41° Solid 30231 3.50 10231 3.30 adn Quik Break a 
30 3 | Pas es 30331 4.50 10331 4.00 Fused and 
30 2 2 Enc. Fused 30251 4.80 10251 4.60 250 Volts Fusible 575 V. AC with Arc Suppres. Unfused. 
30 2 a. = Solid 30271 3.90 10271 3.90 Amps. 2 Pol 3 Pole Ange. os puariotee 3 Pole 
30 3 , i. Solid 30371 4.80 10371 4.60 30 1 $3.20 #85351 $ 5. Fused. . 46341 $10.95 
60 2 5 © Fused 30252 15.10 10252 14.20 60 #46252 $8.20 #46352 10. 30-60 orev. Not Fused 41342 10.95 
60 2 —- Solid 30272 14.20 10272 13.30 60 Solid Neutral #47312 9.10 60 575V Fused 46342 13.65 
60 3 = Solid 30372 16.00 10372 15.05 | 100 #46253 $12.70 #46353 15.50 100 575V. Not Fused 41343 .30 
100 2 ee Fused 30253 23.85 10253 23.00 | 100 Solid Neutral #47313 14.60 100 575V. Fused. 46343 21.85 
100 2 %... Solid 30273 23.85 10273 22.10 | 200 #46254 $20.00 #46354 26.40 200 575V. Not Fused 41344 20.15 
100 a s Solid 30373 25.60 10373 23.85 ' 200 Solid Neutral #47314 22.75 200 575V. Fused. 46344 38.25 
These prices apply only to the United States 
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TYPE A WITH ARC SUPPRESSORS 


uare D”’, Quick Make & Break, Single Throw 
230 V. DC. and kc. Fusible 250-600 V. DC. sone 575 V. AC. Unfused 
Amps. 2 Pole 3 Pole 93a geste 2P oe 3 Pole 
x30 #88251 $10.80 #8835) $13.65 #84351 $11. 
#88252 13.65 #88352 18.20 feises 3:78 #84342 15.95 
100 #88253 20.90 #88353 27.30 90 0D 20. 3 24.1 
200 #88254 36.40 #88354 40.95 200 264 28.20 #84344 34.60 
= #88255 81.67 #883855 90.75 400 #84265 81.50 #84345 90. 
56 127.85 600 #84266 118.00 #84346 132.00 


#88256 107.25 #883: 
$60 Amp. Sw. with 30 Amp. Spacing 


(x—250 Volts only ). 





30 AMP. TYPE C 


“Square D”’, Quick Break, Single Throw 


250 Volts 
‘ole Description 3 Pole 
No. 83251 $3.20 Quick Make & Break No. 83351 $ 5.20 
91 2.65 ot Quick Break 91351 4.00 
546251 7.75 Quick Break Only 246351 10.00 


(x 60 Amp. Switches with 30 Amp. Clips). 





TYPE “C” SWITCHES 


Cutler-Hammer Single Throw Industrial Type 
1 


Series 413 
250 Volts DC or AC Fusible 575 Volts 
Amps 2 Pole 3 Pole 3 Pole 
30 4181H2 $ 2.90 4131H13 $ 4.70 
60 4131H3 7.45 4131H14 9.10 60 4131H25 
100 4131H4 11.55 4131H15 14.00 100 4131H26 
200 4131H5 18.15 4131H16 24.00 
400 4131H6 44.55 4131H17 61.05 


125-250 Volt Solid Neut. Fusible 
Amps ‘ole 4 Pole 
30 4131H39 $ 3.70 4131H44 $ 7.45 
60 4131H40 8.25 4131H45 10.30 
100 4131H41 13.20 4131H46 18.60 
200 4131H42 20.65 4131H47 28.90 
400 4131H43 57.75 4131H48 74.25 


mps 


60 4131H55 
100 4131H56 
200 4131H57 


12.40 4131H35 
19.80 4131H36 33,00 
200 4131H27 34.65 4131H37 47.00 


Non-F usible Type 250 DC nce AC 


AC Fusible 


6° 4 Pole 
4131H24 $ 9.90 4131134 $16.50 


18.15 


3 Pol 
x30 4131H54 3 2. 90 4131H58° 3 4. 70 
7.45 4131H59 
9.90 4131H60 
17.35 4131H61 20.65 
x30 Amp 250 Volts Only 


7.85 
11.15 








ENTRANCE SWITCHES, LIGHT TYPE 





Cutler-Hammer 
_ 2 Pole 3 Pole 
Amps Description Numbers Price Numbers Price 
30° For Plug Fuses...... 5 auaacenclna 4141H1&2 $1.80 4141H3-4 $ 2.90 
Se, Oe Se Oy in 0s 0.0 900i) See h abe sO eee 4141H5 2.25 
30 For Cartridge Fuses........ 4141H6&8 1.80 4141H9-10 3.55 
30 For Cartridge Fuses........ H4141H7 Tc waaenneee> waiiehin 
30 For 2 Cart. Blades-2 Fuses... ........0. soeces 4141H11 3.25 
30 Non-Fusible............... 4141H23 2.35 4141H24 4.10 
60 For Cartridec | RS 4141H13 6.75 4141H14-15 8.10 
Re Oe ES oh eee 4141H16 7. 
100 For Cartridge Fuses.. 4141H18 10.40 4141H19-20 12.7 
100 For 2 Blades & 2 Fuses... .cceccccee ceecee 4141H21 11.95 
METER SERVICE SWITCHES 
Cutler-Hammer Without End Walls 
Meter Test Type 
Live Fuse Type 
30 For Plug Fuses............ 4307 H1&5 $2.95 4307H9 $ 3.70 
30 For Cartridge Fuses... ..... 4307 H2&6 : 30 4307H10 4.05 
60 For Cartridge Fuses. . 4307H3&7 8.45 4307HI11 8.90 
100 For Cartridge Fuses... ..... 4307 H4&8 15.05 4307H12 16.00 
Dead Fuse Type 

30 For Plug Fuses............ 4309H1 2.40 4309H3 3.70 
30 For Cartridge Fuses........ 4309H4 3.80 4309H6 4.30 
60 For Cartridge Fuses........ 4309 H7 12.00 4309H9 13.75 
100 For Cartridge Fuses........ 4309H10&11 21.20 4309H12 23 .00 





SAFE-LOCK METER SERVICE SWITCHES 
Cutler-Hammer Without End Walls 


Accessible Main Fuses 
‘est Type 


Without End Wa 











30 For Plug Fuses..........0. 4325H1&2 $4.00 4325H3 $ 4.50 
30 For Cartridge Fuses........ 4325H4&5 4.80 4325H6 4.80 
60 For Cartridge Fuses........ 4325H7&8 15.05 4325H9 15.95 
100 For Cartridge Fuses..,..... 4325H10&1 23.85 4325H12 25.60 
Non-Test Type 
30 For Plug Fuses...... inecae 4327 H1&2 3.65 4327H3 4.00 
30 For Cartridge Fuses........ 4327 H4&5 4.60 4327H6 4.60 
60 For Cartridge Fuses........ 4327 H7&8 14.15 4327H9 15.00 
100 For Cartridge Fuses........ 4327H10&11 23.00 4327H12 24.00 
POLYPHASE 
Meter Service and Entrance Switches 
All 230 V.—A. C Without End Walls 
Description 30 A 60 100A 200A 
Sealed Fuses-Meter Test 3 Phase 3 Wire.. $11.35 $17.50 $27.10 948.80 
_ - a — = © - ee 14.25 26.25 43.75 90.00 
Acces. “ - 3 Se, car 11.50 20.55 30.60 51.75 
° sa nie 7 a mit 15.45 23.60 47.20 66.30 
_ “Non * a > 3 - 10.85 19.25 28.00 44.45 
e oF ae +3 > 4 = 11.50 19.70 33.25 51.75 
UNIVERSAL METER SERVICE SWITCHES 
Cutler-Hammer 

No. Without End Walls Price 
4311H1 All 30Amp. Standardized Meter Service Switches $3.70 
4311 Branch Circuit Type. 4.00 
4311H3 4.60 
4311H4 & 5 5.25 
SHUTTERS END WALLS onsen 

Cutler-Hammer 30 Amp. Amp. 

Single Piece End Wall used with Cabinet.......... esecvees $.35 $.80 

Shutters for a OO WN We foe wi cbews bbe cneentss -15 .30 

NN DO SRS a a poe 35 -80 

Universal End Wait, .35 





TYPE “A” SWITCHES 


Single Throw—Series 4111 
Fusible 575 Volt és 
2 Pole Pol 


Fusible gee Volt DC or AC 


Amps. 2P 3 Pole Amps 


30 4111H1 $ 9.90 41111120 $12.40 30 4111H11 $14. 
60 4111H2 12.40 4111}121 16.50 60 4111H12 15. 
100 4111H3 19.00 4111H22 24.75 100 4111H13 24. 
200 4111H4 33.00 41111123 37.10 200 4111H14 38.80 
400 4111H5 


ole 
85 41111130 $18.15 
70 4111H31 19.00 
HL rt: 4 28.90 
4111H33 47.85 


74.25 4111H24 82.50 400 4111H15 90.75 4111H34 99.00 









TYPE ‘A’ SWITCHES 
Single Throw—Series 4111 
enets ~~ 250DC wd a pe 


Am 2 Pol 3 Pole 
x30 Mutts ‘s 8.65 ih oer -30 200 “un? 7825. 60 4111187831. 35 


30-60 4111H75 12.40 4 85 14.45 400 sare 74.25 4111H88 82.50 
100 4111H76 19.00 4111H86 21.85 +250 V. only. 


MOTOR STARTING SWITCHES 
Manual Operated Cutler-Hammer 
Single Pole Push Button with Overload Protection 





Typeof Type of Dm C. A. C. Current 
Switch Relay Number 115 V. 110 V. 220 V. Cycles Price 
Open...... Fast Trip 9101H1 H, P.% H. P.% H. P. 25-60 $2.69 
Enclosed... “ 9101H2 es e 7 3.40 
Open...... Slow “ 9101H54 wd « e S 2.60 
Enclosed... “ « 9101H55 e sd ¢ 6 3.40 
Series ry Motor Amps Volts 2 Pole 3 Pole 4 Pole 
4151H1 Light —_ otor Sw. KHP 
2 Ree te yy Seer 





Ws 55 codec sctsnas ToS: - «cites $12.65 $17.55 
4231H For nfrequent Duty....... 30 220 .95 6.20 8.80 
4246H Fori nfrequent Duty 5 HP.. 30 220 11.40 11.95 13.40 
4246H Fori nfrequent Duty 744HP 30 OOD ovctee 17.80 21.45 
4246H Forinfrequent Duty744HP 60 220 15.70 17.80 24.35 
SMALL ENTRANCE SWITCHES 

Trumbull Electric Closed or Open Ends 
Numbers Amps. Volts Fusing 2 Pole 3 Pole 
5790 Porc. Base.......... 30 125 For 1 Plug Fuse..... = Bere 
5791-2-3-4 & 5893....... 30 125 Plug uses..... 1.50 $3.45 
5891-5892 Porc. a eel” Ae 125- Tore 1.75 2.40 
13640-13641 Kappa...... 30 250 No Fuee........ 2.6 4.10 
13642-43 & 13743 _ aed 30 250 For Enclosed Fuses.. 2.45 4.35 
13221-13321 Quick Break. 30 250 Quick Break Fuses... 3.55 5.25 





STANDARDIZED MAIN ENTRANCE SWITCHES 
Trumbull Electric Single Phase or DC Solid End Plate 





16361 to Eee 125-250 For Plug Fuses...... $3.30 $4.10 
BE Bas cccacecs Encl osed Fuses. . : 65 4.40 
16381 * 16388.......... 60 “250 9.25 9.70 
2 Seer 100 250 af ” « 7115.85 16.75 
STANDARDIZED METER SERVICE SWITCHES 
Trumbull Electric For Meter Testing Open End 
Without End Walls 
16300 to 16309.......... 30 125-250 For Plug Fuses....$ 2.95 $ 3.75 
16316 * 16324.......... 30 Encl losed Fuses. 3.35 4.10 
16 i =e ln 8.45 8.90 
16341 * 16348.......... _ - -* . ” 3 15.06 15.95 





ACCESSIBLE FUSE METER SWITCHES 
Trumbull Electric With Test Blades With and Without 


End Walls 
18111......No End Wall 30 125 For 1 bs a es FS See 
18211-18311. “ “ > 125 uses..... 4.05 $4.55 
| SPR ~  o “ 30 125-250 * t Enclosed Fuse 3: 95 nee 
18221-18321..“ “ ee |: ee “ Enclosed Fuses. 4.90 4.90 
18122-222-322W ith “ . . - ° ™ - 15.50 16.75 
18123-223-323 “ “ * i ..> >? +4 " . 24.65 26.40 
Without Test Blades 

Se ne 30 125 For 1 Plug Fuse....$ 3.35 a 
isa: rca celctee ass 30 125-250 Plug Fuses.... 3.70 $4.05 
SINE <n eel EERE hp 1 Enclosed Fuse 3.95 ss oh 

19221- ee ae ” Enclosed Fuses. 4.65 4.65 
Ec ocnacks a ” - 4.50 15.85 
$19123-223-323.. Satie otha 100 » ° . ° ne 23.35 24.65 

TNo End Walls. tWith End Walls. 





SEALED FUSE METER SWITCHES 
Trumbull Electric With Test Blades With and Without 


End Walls 

eee ee 30 125 For 1 Plug Fuse....$ 2.40 ee 
fast 980i: se 30 125 Plug Fuses.... 3.55 $ 3.75 
a cck'cmentind onywe 30 125 “ 1£Enclosed Fuse 3.85 <i 
“SA SEeESS 30 125-250 ‘ * Enclosed Fuses. 4.10 4.35 
28122-28222-98322 |. coce © = . . - sc 13.25 14.50 
28123-223-323........ aS . ? . “ 22.00 23.75 

Without Test Blades 
WEE 6a cchevvvedes 30 125 For 1 Plug Fuse... .$ = ee 
290211-29311............ 30 125-250 Plug Fuses..... 3.10 $3.30 
Bais acactvebreccece 3Q 125 “ 1€Enclosed Fuse 3.45 ...... 
720221-29321............ 30 250 “ Enclosed Fuses 3.75 3.90 
$29122-222 & 322........ 60 250 “ Enclosed Fuses 12.35 13.65 
729123-223 & 323........ 60 250 “ Enclosed Fuses 20.70 2.00 


tNo End Walls. tWith End Walls. 


UNIVERSAL METER SERVICE SWITCHES 
Trumbull | ar ~ Without End Walls 








GITBBEBR. ccccccccscsces For 1 Plug Fuse........ Ge chads 
ae ° 30 138 For 1 Plug Fuse........ c  Rety oe 
0 POS 30 125 For2 Plug “ Solid Neu. ..... $4.10 
alae caccéees 02 ce 30 125 For 3 Combinations. ... 5.30 
FIPS vccccacccccecce 30 125 For 4 Combinations.... 5.30 5.30 
POLYPHASE ENTRANCE & METER SWITCHES 
Trumbull Electric 
30 Ane. 60 Amp. 
Series Nos. Style 3 Wire 4Wire 3Wire 4 Wire 
16379 Entrance—“DO-ALL” S464. 2... a aks ne, diet 
15321-15623 Acc. Fuse—Test Conn. 11.50 $15.50 $20.55 $23.60 
17321-17623 Acc. Fuse without Test Conn. 10.95 12.7 19.40 19.70 
26321-26623 Sealed Fuse with Test Conn. 11.50 14.40 TS a 26.25 
mp. 
Series Nos. Style 3 Wire 4 Wire 
15821-15623 Acc. Fuse—Test Conn.............++0++ pooded $30.60 $47.25 
Acc. Fuse without Test Coam...............0.: 28.00 33.45 


17321-17623 
26321-26623 Sealed Fuse with Test Conn............+++++.. 27.30 44,00 


These prices apply only to the United States 
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Switches 






Switches 









ENTRANCE RANGE AND LIGHTING SWITCH 

















#18422-2W Switch with 1-60 A.,250 V. & 2-30 A. 125 V. Branches... .... .$23.00 
18422-4W Switch with 1-60 A., 250 V. & 4-30 A. 125 V. Branches...... 23.80 
END WALLS, SHUTTERS, TROUGHS, ETC, 
Trumbull Electric 
30 A. GOA. 100A. 
End Wall One Piece for Standardized Switches. ........ $.30 $ .80 $ .80 
End Wall One Piece for Polyphase Switches............ .30 .80 -80 
Shutters for End Walls for Standardized Switches ...... 15 30 .30 
Shutters for ry —_ for Folyppece Switches......... eB “epee . wants 
Troughs 2-3" & $.40 &”....8.45 6”....8.50 oe eS 
TYPE “A” INDUSTRIAL SWITCHES 
Trumbull Single Throw, Quick Make & Break 
230 Volts Fusible 230 Volts—No Fuse 
Amp 2 Pole AC- oF 3 ao “— Say 2 Pole AC-DC 
eer 72221 $10.95 72321 3.65 36221 $ 9.60 
GP. coccsccse 72222 13-65 72322 7: 20 36222 11.85 
Bec oo ccceed *.72223 20.95 72323 27.30 36223 20.00 
Ser 72224 36.40 72324 41.00 36224 25.50 
Trumbull “‘“SNUF-ARC”’ TYPE 
Fusible Non-Fusible 
2P. 230-575 3P. 230-575 2P. 575V 3P. 230-575 
Amp AC & DC AC Only AC & DC AC Only 
30......72261 $16.40 72361 $20 36261 *si2. 75 * 36321 $11.40 
Gow eons 72262 17.30 72362 21.00 36262 13.65 36362 15.95 
100...... 72263 27.30 72363 31.85 36263 20.95 36363 24.10 
200...... 72264 43.25 72364 52.80 36264 28.20 36364 34.60 
*230 V. AC. no “Snuf Arc” 
TYPE “C” SWITCHES 
Trumbull Siaghe Throw, Quick Make & Break 
. Fusible 230 V. Non-Fusible 
Amp 2 Pole xe Dé 3 Pole AC Only 2 Pole AC- DC 3Pole AC 
Bc cecvcedes 40221 $5.50 40321 $6.85 20221 $5.00 20321 $ 6.40 
— ee 40222 8.20 40322 10.00 20222 8.20 203822 8.65 
St sesesenes 40223 12.75 40323 15.50 20223 10.95 20323 12.30 
PK sacconns 40224 20.00 40324 26.40 20224 19.10 20324 22.75 
2P. 230 2 3 
Amp 230 AC-DC 3Pole V.AC 3Pole Blades 4 Pole Blades 
GD. co cccccces 44222 $ 8.15 44322 $10.00 43322 $9.00 43422 $11.35 
Bsc occcsees 44223 12.70 44323 15.40 43323 14.50 43423 20.40 
Bs ccccccess 44224 20.00 44324 26.30 43324 22.70 43424 31.75 
WESTINGHOUSE 


All 30 Amp. Porcelain cnee 
2 Pol 
“Midget” —S. N.—1 Blade—1 Fuse—#62612 & 62613 $1.75 





“Type 90” | Te V. —Plug F uses. 60969 1.80 $3.00 
. N. —_ . 60091 1.75 62328 2.70 
_ + "5. N. 3 Blades om ns eee | aeane 6096 3.00 
e § —Not Fusible—2 Blades—250 Volt. 60990 2.55 62352 2.70 
- . —3 ED cccccccce ccecce 62365 4.00 
¥ = —Fusible Cart. Fuses—250 Ves _— 2.45 62363 4.30 
e e —s. N. 250 . ce s6ecece 62351 3.20 
e a S - Dcssccs otades 6 4.30 
“Type WK-45" F usible Cart. Fuses—3 
Blades—250 V oeeeegecusstcawienagseentoncsoe soesen 545101 -20 
“Type WK-45’ V5. N. Fusible Cart. Fuses— 
2&3 Bladeo— 250 V.....cccccccscccces 1 5.20 545341 5.20 
“Type WK-45” Non-Fusible— 2 and 3 Pole 
CEE Ns nice cd csvevencbengamnestesee 545001 4.20 545001 4.20 
TYPE C METER ENTRANCE 
Westinghouse ‘‘WK-62’’ Quick Break 
2 Pole Fusible 3 Pole Fusible 4 Pole Fusible 
60 Amp. —- Volts eeeed 62304 .15 62305 $10.90 62307 $13.60 
30 °° =—Ge  lecees 62308 13.60 62309 17.25 62311 29.05 
200 * —%o > eter 62312 21.80 62313 29.05 62315 47.20 





SOLID NEUTRAL FUSIBLE 


Blades—2 Fuses 3 Blades—2 Fuses 
$9.15 


60 Amp.—3 Poles 2332 #62306 $10.90 
1000 ° —3 ° 62330 14.55 62310 17.25 
20° —3 * 62331 22.70 62314 29.05 








UNIVERSAL METER SERVICE SEALED MAIN FUSES 
Westinghouse ‘‘WK-57’’ Meter Testing 

One & Two Circuit Four Circuit 
$3.70 rt 


57924 All 30 Amp. 57925 

57926 4.05 125 Volt 57499 4.60 
57928-31 5.60 Plug Fuses 57928 5.60 
57498 5.25 57500 5.25 





STANDARDIZED METER SWITCHES 
Westinghouse ““WK-54”’ Without End Walls 


Dead Fuse Type Live Fuse Type 


Fused 2 Pole 3 Pole 2 Pole 3 Pole 

Amps. For No. Price No Price No. Price No. Price 
= Plug TRY eer 60224 $ 2.95 59442 $ $. 70 
6114 .50 61142 $3.75 59441 2.95 60225 3.70 
30 Enclosed oer Dia sossss  snekss 3.30 60227 4.05 
1145 4.10 61144 4.30 ...... ...... 59448 4.05 
. i244 12.80 61268 13.65 59461 8.40 60229 8.85 
100 61275 21.10 61494 22.80 59463 14.95 60232 15.90 





METER SERVICE AND ENTRANCE SWITCHES 
ACCESSIBLE FUSE TYPE 
Westinghouse ““WK-65” 


With Test Facilities Without Test Facilities 





POLYPHASE METER SWITCHES 
Westinghouse ‘‘WK-54’"’—Sealed Main Fuses 
30 Amp. 400266—3 —$ Pole—200 Volt AC—Less End Wali............ $10.90 


16.70 
100 * _ es : . © cece ccceccee 26.30 


Westinghouse ‘“‘WK-65"’—Accessible Fuses 


Meter Test 3Phase 4W.-S.N. Non-Meter Test 
30 Amp—Less End Walls.. 65100 $11.00 65143 $15.00 65103 $10.40 
60 * - . “.. 65101 20.20 65146 35.95 65104 18.45 
100 * . “.. 65102 29.80 65141 46.45 65105 28.05 


METER TRIMS—END WALLS—TROUGHS 
For Meter Switches 


eee eee eneee 








30 Amp. 60 & 100 Amp 
One Piece Meter Trims. .........-cscceceeceececes $0. $0.80 
Blank End Wall or Shutter Type BE Wilecccevesee .35 .80 
Shutter Type Meter Trim or Adapter Trim.......... 15 30 
ew Universa |! Trim with Slide. ..........0seeeeees am. «+ > weeen 


_apsneqeent Plate or Adapting Plate. ee rT 
Wiring Trough 2-3 & 4"\ ong . 40c—5 
Fuse p rm at #R57252 


“TYPE A’? INDUSTRIAL SWITCHES 





Westinghouse ‘‘WK-66"’"—Quick Make & Break 
250 V. DC—230 V. AC—Fusible 600 V. DC—575 V. AC—Fusible 
Amps. 2 Pol 3 Pole 2 Pole 3 Pole 
30 6466100 $10. = yw] $12.70 #66020 $16.35 #66021 $19.95 
60 66103 13.60 18.15 66023 17.25 66024 20.90 
100 66106 20.90 Soi0r 27.25 66026 27.25 66027 31.75 
200 66109 36.30 66110 40.85 66029 42.65 66030 2.65 
250 V. & 600 V. DC Non-Fusible 230 & ae V. AC—Non-Fusible 
Amps. 2 Pole 3 Pol 4 Pole 
#60127 $ 9.55 406128 ‘$11.35 #66129 $16.35 
30-60 66047 13.60 66048 16.35 66049 21.80 
100 66056 20.90 66057 24.50 66058 31.75 
200 66059 28.15 66060 34.50 66061 46.30 





“TYPE C’”’ INDUSTRIAL SWITCHES 
Westinghouse ‘‘WK-97’’—Quick Make & Break 
250 V. DC—230 V. — Bach Volt AC-Fusible 


Amps. 2 Pole | 4 Pol 
30 597100 $5.45 597101 $6.80 597151 $10.90 507152 $18.15 
60 597103 8.15 597104 10.00 597154 13.60 507155 19.95 
100 597106 12.70 597107 15.45 597157 21.80 597158 36.30 
200 597109 19.95 597110 26.30 597160 38.10 597161 51.75 


250 V. DC. & 230 V. wrk} 575 Volts AC-Non Fusible 








30 597010 $5.00 597011 597054 $10.90 597055 $18.15 
60 597013 8.15 597014 8.60 7054 10. 597055 18.15 
100 597016 10.90 597017 12.25 597057 17.25 597058 27.25 
200 597019 19.05 597 22.70 597060 29.05 597061 46.65 

ENTRANCE SWITCHES 

Colt-Noark Closed Ends 
Number Amp. Volt Fuses Blades Neutral 2 Pole 3 Pole 
ae 30 125 1 Plug Solid * ew 
8383...... 30 125 . 2 >.” “Sl saga ome 
8303...... 30 125-250 2 * 2 EE. -dvecovess $2.50 
8683...... 30 250 2N.E.C. 2 Fused BBD cvcacvcce 
— 30 250 3 ¢ 3 a eee 3.90 
$136-1..... 60 125-250 2 * 2 i esderses 8.25 
$226-1..... 60 Ss * 2 es. vl cssecvsce 
8131-1..... 100 125-250 2 * 2 Es. (c09d sane 13.15 
8221-1..... 100 250 s ® 2 Fused oF Pere 





METER SERVICE SWITCHES 
Colt-Noark Sealed Service SECO Without End Walls 


Sealed Service No End Walls 
Number mp. Volt Fuses Blades Neutral 2 . 3 Pole 
9003...... 30 125 1P lug 1 So lid FED iv cvqecs 
9543. 30 1 1 REO ARISE «ae RE 

9553-9523 30 125-250 3 ° 2 Fused- 
Solid 3.50 $3.75 
OBES. . cece 30 125-250 2N.E.C. 2 Fused ee eee 
9533...... 30 125-250 2 * 2 Gee wdegonee 4.30 
9573. 30 125 3 1 e | eoerw 
66576..... 60 230 ka 1 e Ff ae 
besos 60 250 7s * 2 None MRED cbavias 
janes 60 125-250 2 * 2 BE -éeccosce - 96.88 
66561-66571 100 250 ilor2* lor2 None SRD vssrtane 
Rides 100 125-250 2 * 2 Man ae TTS .85 


Colt-Noark Meter Service & Entrance ACCO Without 
End Walls 


ane Service Test Type Entrance Non Test 


Amps. Fused 2 Pole 3 Pole 2 Pole | 3 Pole 

For No. x No. Price No. Price No. Price 
30A Pies.<. Se BG ctsic keares Ey pas 
30A co > OO 9323 $ . 7. 8353 3.65 8323 $ 4.00 
30A Enc. 9363 4.85 9333 -60 
30A 1 VR = Piaeegiedess Sg Te aee 
60A : 66366 14.95 66336 15.80 76366 14.10 76336 14.95 
100A . 66361 23.70 66331 25.45 76361 22.85 76331 23.70 


ACCO Entrance Range & Lighting Switch 
No. 66336RL4.. Renee -_ Lighting Sw 1-60A. 250V. and 4-30A. 125V. 


UNIVERSAL Meter Service Switches—No End Walls 


Service Switch Branch Circuits 


Number Blades Fuses Circuits Fuses Fusein 2 Pole 3 Pole 
ir. 

BB. on cvece 1 1 2 2 1 $3.75 ........ 

} = ae 1 1 4 4 1 $.00 ....c.00 

973333. --- lor2 lor2 lor2 2 lor2 4.05 $4.05 

9753-9793...... lor2 lor2 2or4 4 lor2 5.65 5.65 

975333-979333.. lor2 lor2 2or4 4 lor 2 5.25 5.25 


These prices apply only to the United States 


Fused 2 Pole 3 Pole 2 Pole 3 Pole 

Amps. For No. Price No. Price No. Price No. Price 

30 Ping GBBUD © S.8D .nccce _ cocnse 65010 $ 3.30 ...... sessse 

a0 “ 65001 4.00 65002 $4.35 45011 3.65 65012 $ 4.00 

00 Enclosed 65055 3.90 ...... ...... Ce Mel essece cccans 

30 ps 5003 4.85 65004 4. 65013 4.60 65014 4.60 

60 . 65305 14.95 65306 15.85 65015 14.10 65016 14.95 
100 “ 65307 23.70 65308 25.45 65017 22.80 65018 23.70 
50 
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Colt-Noark Doall Without End Plate 























TYPE “‘C’”” NON-INTERLOCKING—Continued 






































2 Pole 3 Pole Sin: Thr ype “Cc” 
Amps. Fused F. Numbers Price Nenben Price gle -_ Fusible tT ‘Cc 
Ts ca ea 913123-011123 $2.95 912333-014333 $ 3.75 3 Pole 2 Blades 4 Pole 3 Blades 5 Pole 4 Blades 
30A Enc losed Ngay bee a 921223 3.30 4.05 Solid Neutral 2 Fuse Holders 3 Fuse Holders 4 Fuse Holders 
60A > “ 921226 8.40 925336 8.90 Blades Omitted 230 V.-AC & DC 115-230 V.-AC 115-230 V.-AC 
100A Oy. oe weed 921221 14.95 925331 15.85 x 30 Amp. Type eve SR BAe ccsske ivacis . tune ouBicas 
oT re ae EB ae ee me ike 
« pie eee é 20.00 
“TYPE C” ““NUBLADE’’—Quick Break 200 > FW age 389 Ps 90 52423 20.50 52523 36.00 
230 Volts Fusible = ‘at 52424 31.85 52524 51.00 
63.75 52425 82.00 52525 122.00 
2 Pole 3 Po 4 Pol Ths Switch for 125 Voltek Ed Plug Pearse, 
Amp. Number Price Number Price Number Price 3 Pole 4 Pole 
+4 cose er = ae br A 30 A. 2 Pole—250 Volt ba See ss2z18- 3 8.20 589218 $ 4.00 534218 $ 5.90 
100-8221, 12-70 8281 15.40 8241 26:30 | MOO ATACS & 4 Pole... 88223 10.00 53323 12.28 38493 20.90 
200 8222 19.95 8232 26.30 8242 43.55 200 A. 230 Volts............ 53224 19.00 53324 22.70 53424 38.10 
400 8224 49.00 8234 67.15 8244 86.65 400 A. AC Only............ 53225 36.30 53325 47.20 53425 63.50 
239 Volts Solid Neutral 
3 Pole. 4 Pole : 30 AMP. SERVICE ENTRANCE SWITCHES 
Amp. Number Price Number Price 
30 893. $5. 943 10.00 ‘ Bulldog—Not Meter Test 
60 All Solid 8936 10.00 8946 14.50 Cat. Number Volt Poles escription Price 
100 Switching Neutral 8931 15.40 8941 28.15 P 125 2 Fusible —For Plug Fuses......... 1.65 
200 8932 26.30 8942 45.40 125 2 —Quick Make & Break 2.75 
400 8934 67.15 8944 90.75 = : N « —For Cartridge Fuses e 2.50 
7 BET, 2+ onan ches esesbenandes ° 2.78 
Non-Fusible TS $ “BG* Peg Petes. ccs. c-scs 2, 3.00 
3 Pole Pol 115 3 A.C* “ * Quick Make & Break 4.35 
3 = ae -230- 4s a4 vee OS a Volts AC - 
0 5.15 
60 $728 8 15 8736 8.65 8746 13 60 MAIN SERVICE 
100 8721 10.8 1 12.2 
200 8722 19.05 8732 22.70 8742 38.10 Meter Test Switches 
400 8724 363 8734 47.20 8744 63.55 Combining a Meter Test Switch with Range and Lighting Circuits 
uebes “e- sah aie Poles a lyre Price 
4 b - 3 li 1-60A & 4-30A 24. 
Quick Break “TYPE C’”’ “‘NUBLADE” 575 V.-AC | 721206 125-250 3 °e 1-60A & 6-30A oe. 5S 
M = 431101 Meter Mounting Plate and Cabinet Support............... 1.10 
575Volts AC Fusible 575 Volts Non-Fusible 412112 fh oe cary aine ae adem he :30 
3 Pole 4 Pole 3 Pole 4 Pole 
Amp. Number Price Number Price Number Price Number Price 
30 8433 $10.90 8443 $18.15 33 $8.15 8643 $10.90 “TYPE A” 
60 = 13.60 8446 + : pom 4 ma b+ 8646 3 4 lid s 
100 8431 21.80 8441 . 8631 ° 8641 27.2 Thr eak 
200 8432 38.10 8442 51.75 8632 29.00 8642 42.65 Bu 08 ingle ‘ — Quick Make and Br 
250 V. DC & 230 V. AC Fusib! Ne _ i ne a, i Ne. aoe 
. . usibdie oe. ce ° 
ACCESSORIES FOR COLT-NOARK SWITCHES BOAMD....eeseecerees 10231 $10. v0 10831 $13.60 10421 $10.35 
WTTTTTiTT TTT 23 4 1 8. 
Single Piece Epd Wall for 30 Amp. Switches...8.80 For 80 § 100 Amp...8.80 | 10) 2.202020 2000050. 10223 20.90 10323 27.28 10423 36.30 
* utter oF 4 Wall N eanean Sa? | ° Nebetesabuseebes 10224 36.30 10324 40.85 10424 54.45 
Blenkins Side No. 908103-908203.. ; 40 Glee > wandeschsneneene 10225 81.70 10325 82.50 10425 107.25 
Trough—3-4 & 5” $.40—6’ $. ~ at aaa ‘50 8°—$.55—9"........ .80 | 575 Volts—AC Fusible 
dL . . SETETTT TTT 10261 $16.35 10351 $19.95 10451 $24.50 
Cabinet Fuse Block FEO: GEREEBe cscccccsssece 1.25 £0 _3pebene ain 10262 17-35 10352 20:00 10452 26°30 
és uneesbebiedeee , 1 1.75 10453 41.75 
POLYPHASE 200 . 10364 42.65 10354 52.65 10454 63.50 
+ war 1 5 ;. 10355 99.00 10455 128.00 
Meter Service and Entrance Switches Not Fusible,. Seige gig £280 VAC: DAC: SSAC AreChok 575AC-AreChok. 
Volts by oer End Walls 30 230 Volts only. 3221 $11 3421 $16.35 
125- ay Entrance ine a. ae Mees eee ee seers — + %. 7 e 13382 15. 30 13482 21.80 
ACCO™ QUAD “Acco” “QUAD “SECO” QUAD 200 © LILLIIIIEIEED T3gaa 23140 13884 34.80 Isaee 4630 
. 9 = 
“DOALL”—3 WIRE pam. Rissa Acconibte , = spReh a N a eee: Pham Pace 18855 63.50 13456 107.26 
Amp. Number Price Number Price Number Price Number Price Ot EUsiDie.... +00 seren 13262 ~AC&DC 
30 851233 $4.65 77033 $10.40 67033 $11.05 67533 $10.95 Sys eveesen ses ro i Be 
60 851236 11.60 77036 18.45 67036 19.75 67536 16.70 Pi eases connate ‘cae 
100 851231 19.05 77031 27.20 67031 30.00 67531 26.30 Be Eade ak peanlaiee 13265 66 25 
SOLID NEUTRAL SWITCHES 
Colt-Noark Fusible—Quick Break ees —_ 
Amps. Volts . Pole-2 ote {fotos Stes 5 patos Bigdes as 3 Pole 4 Pole 
No. rice 3. rice rice a — } 
30 125-250 8183 $4.10 8143 $8.15 g183 oin.7o | oe A Ter ee oe AE....------ Se Oe oe ee 
60 ee 8136 9.10 8146 11.35 8156 19.95 | 30 « © 8 40 8 cece. 40841 «22.70 40441 82.75 
100 o 8131 14.50 8141 20.45 8151 35.85 | g9 « 0) Be ee 0. aa 
= “ “ = 3-3 +4 ts Sie tile NOTE: For Bulldog Switches not listed deduct 10% from Bulldog Lists. 
BULLDOG SWITCHES 
Toggle Type—Quick Make & Break Wadsworth Switches 
N 30 Amp. Switches 
at. a . Len Pulp ongee Pee Neutral eanne Single Phase MAIN ENTRANCE SWITCHES 
90211 125 2 2 2 « 4.55 and D.C. Accessible Fuses 
90311 115 3 3 3 « 8:20 Number Amps. Volts Poles Blades Fuses Neutral Price 
91311 125-250 3 3 26 . 7.25 1402-1202 30 125 2 2 - er. None 3.90 
92221 259 2 1 1 Cart. 1.80 1403-1203 30 125-250 3 2 ss Solid 4.25 
90321 230 3 3 3 « 8.20 2202 30 50 2 2 , Ti. None 4.85 
91321 250 3 3 Q6 Solid 7.75 2203 30 125-250 3 2 ee Solid 4.85 
sash mac. $B td ee ee 
ao « . 
ee eS SS 9-15 | 1803 60 125-250 8 2 2 * Solid 15.65 
‘T ” NT Oc 1902 ee ee eee ee 33.43 
‘ 7 m or one x 
YPE C” NON-I ERL KING 1903 100 125-250 3 2 . ee Solid 24.35 
Quick Make & Break 4603 200 125-250 3 2 ee . 44.50 
Single Throw Fusible Type “c” | _ 4808 cs AOD FOREN md 
250 Volts DC—230 Volts AC weV Its AC 
Am 2 Pole. 3 Pole. 3 Pole 4 Pole MAIN ENTRANCE SWITCHES 
30 A. io. Base..50221S $ 3.20 508218 $5.15 Equipped with Arc Single Phase POLYPHASE 
30 A. End Plates.50221P 3.20 50321P 5.15 Chok ers and D.C, Accessible Fuses 
30 A. Slate Base. 50221 AE bce nuddd cin ken 50351 $10. ro geese $18. 15 Number Amps. Volts Poles Blades Fuses Neutral Price 
60 A. - 50222 8.20 50322 10.00 50352 13.60 50452 20.00 2230 30 250 3 3 3 NEC None 0.40 
OA. * “ . 50223 12.70 50323 15.40 50353 21.80 50453 36.30 1830 60 250 3 = > 19.10 
200A. * “ . 50224 20.00 50324 26.30 50354 38.10 50454 51.75 1930 100 250 3 3 ai “ 28.70 
See ee * Sf Me A Rae pp ree ean 4630 200 250 3 3 er 7 44.50 
These prices apply only to the United States 
Electrical Contracting, June, 1932 51 





PL-22 


Switches 


S-Sundries 





Wadsworth Switches—Continued 





METER SERVICE SWITCHES—Continued 
Single Phase 
d D.C. Accessible Fuses 
1 Plug Solid $ 3. 
>: one 
P Solid 
NEC 7 


1451 125 
1412-1212 125 
1423-1223 2 125-250 

2251 25 
2212-2223 

1851 
1812-1842 

1843 


aw 


None&Solid 
Solid 
None 


Solid 


12 
125 or 250 
125 


0 
125 or 250 
125-250 
125 
125 or 250 
125-250 
125-250 
125-250 


1951 
1912-1942 None 

1943 Solid 
4643 6 
4843 


Www Ww Wht Fw wrt 
NWN NK Nie bette 


bono tt toto to bot 





POLYPHASE 
2234 30 5 d 3 
1834 60 5 < 3 20.85 
1934 100 25 : 3 d .45 
4634 200 y d 3 : -65 





METER SERVICE SWITCH—Range and Lighting Circuits 


No. 1843-5 ery e Fuse 60 Amp. 125-250 Volt—Branches 2-60 Amp. 
NEC Fused & 4-30 J mp. Plug Fused : 
No. MB-4__ Metal Meter Board Only for Above.... 





CHANNEL BANKING TYPE 
Meter Service & 
Main Entrance 
Acces. Fuses No Test 
Fuses Neutral Number Price Number 
1 Plug Solid 1451T $4.25 1450T 
ps = 1423T .20 1403T 
None 1412T .70 1402T 
Solid 2251T ° 2250T 
None 2212T 2202T 
Solid 2223T 2203T 


All 30 Amp. 


Volts Poles Blades Price 
25 2 1 


aH 
> 
o 


125 
125-250 ; 

125 : y > 
125: NEC 


GG 


oot > > 
to go 


bob 
oor 


250 
125-250 ; 





METER SERVICE SWITCHES 
Single P - a 
and D. 
Number 


Sealed Fuses 
Neutral 
None 
sa Solid 
= None 
Solid 


Amps. Volts Poles Blades 
250 y 2 tC 


Fuses 
2N 


> 
100 125-250 3 , | R 





SERVICE FUSES DEAD WITH SWITCH OPEN 

38 1 Plug Solid 
238 “ 
360 
362 
272 

271-292 
2351 
2312 
2323 
2051 
2042 
2043 
2151 
2142 
2143 
4743 
4943 


NNNNKNNHK NNR Nee 
NNNNKNNKNNK NNR ee 


eee rrerreneee 


101. 00 





POLYPHASE 


3 NEC None 
3 < 


3 3 3 9.80 
3 3 17.40 
3 3 3 26.90 
: : 49.75 


113.00 


3 
3 





MAIN ENTRANCE SWITCHES 


Solid 
None 


NEC None 





POLYPHASE 
60 2: ‘ 3 
100 250 : 3 





INDUSTRIAL TYPE SWITCHES 


, Quick Make & Break 
Acces. Fuses Sealed Fuses 
Number Price Number Price 
9532 $13.65 8532 $ 8.45 
9533 15.50 8533 9.75 
2 9562 165 8562 8 
3 : : 9563 .55 8563 10. 
> ‘ 9512 25.00 
3 9513 28.80 


Poles Blades 
2 2 


Fuses 
2 


S-Sundries 








WOOD SCREWS—Flat Head 
i Price 
Per 
Doz. 
$.06 
06 


aig + 3°x14..... 
TE Por Round Head Wood & Screws Add 30%, to , a prices, 





MACHINE SCREWS—Round or Flat Head 
Price per Dozen Price per Dozen 

Iron Brass 
3.19 

-21 

27 

28 

35 

.39 

4 


04 
NOTE—For Machine Screws with Fillister Head add 25% to shove prices. 





LAG SCREWS 


Square Heads or Coach Screws 
Price  . 
ta a 
$.04 $. Ps O4 BY Pe O4 $.05 
04 .04 05 05 .06 
05 = .05 .06 Oe .07 
r j a. ae ae 
“105 «105 = 06 
08 .08 .09 





SOLDER 


50-50 
Bar or Resin or Acid Ribbon 
Wire Core -70 
Per Pound.........-. $.70 $.85 $.75 
Per Oumes....ccccees .05 .08 .07 





SOLDER PASTE 


2 oz. 2 oz. 4 oz. 
Cans Tubes Cans 
2 $.40 $.50 


Seresan 


-30 
-40 


-40 








OUTDOOR METER SERVICE SWITCHES 
= Amp. 3 Pole Solid Neutral Outdoor or W eatherproof 
3 


A! . 3° + * . - 





$.40 
Yag .75 
MeGili Crescent. . 
Bhs és vane -In cans each 
In Bottles each 





SOLDER STICKS 


Burnley.... 
Samson....... 





FIXTURE STUDS 


Four Prong Fixture Studs Less Bolts, ..........+-eseeeeees Sa 
CE Ns on. bcc ercsvcccaresiedccepobtasdcseroncoes boeée 


3.10 
.01 
No Bolt Fixture Studs. . 





Staples Insulated Nails Per Dozen 
Leather Nail Heads Per Dozen 
Milonite Insulated Nails Per Dozen.. 


These prices apply only to the United States 
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PL-23 


Transformers 








TAPE 








FRICTION 


Price Per Rell 
















©-Quase 4-Ounce 2-Ounce 1-Ounce Per 
oll Roll Roll Roll Foot 
SUhaesgesasersdsves 90.35 $0.15 -10 $0.05 -01 
Amazon....... ostbec sence -35 -20 -10 -05 .O1 
ceseceveces ° -40 -20 -10 .05 -01 
90. 406,66666 00s 00e00 .35 .20 -10 -05 -01 
Duten ae ae .35 -20 .10 -05 .01 
ae .30 - 20 -10 -05 -01 
thianies bende Pede eos 1.00 -50 25 15 -03 
Hightest Firestone...... .30 15 -10 -05 .01 
Se re er -25 15 -10 .05 -O1 
SN SS reer .30 15 -10 -05 .01 
Johns Manville Armature -90 .45 -25 15 -02 
* Jomanco . 55 .30 15 .10 .02 
a White -70 .35 -20 -10 .02 
EO eebevececosccscce .35 -20 -10 -05 .01 
SeHObDAC Sc oecKeCRY -25 15 -10 -05 .01 
ae .30 -15 .10 -05 .O1 
WMD CRs Vote icnveovcuss 65 .35 -20 .10 .04 
eS a ae .60 .30 15 -10 .02 

RUBBER 
Akron Firestone........... $0.30 $0.15 $0.10 $0.05 $0.03 
wObekee tdeedener'ee .50 .25 15 -10 -04 
Dutch Brand...... .30 -15 .10 -05 -03 
Be Hs SEB a ee .30 15 -10 -05 .03 
.30 15 -10 -05 -03 
75 -40 -20 -10 .04 
. 85 .45 -25 15 .04 
R. spicing .30 15 -10 05 .03 
\ wee -25 -15 -10 -05 .03 
.30 15 10 .05 .03 
-65 .35 20 -10 .04 
.25 15 .10 .05 -03 
apkekweaabes .50 -25 15 -10 -04 

r 
TELEPHONES 








EDWARDS TELEPHONES 
Vestibule Type 


Mail Box 


No. 321 and 397 Armored Cord Receiver Type 
No. 322 and 396 Cordless Loud Speaker 30. 
Above prices are for telephones complete but do not include any call buttons. 


Add for each Call Button 


Apartment Telephones 


“ 


ong 
Watch ond 


No, 3322 and 3352 Surface W all Type Watch — Receiver . Kin 

No. 3332 and 3362 

No. 3342 and 3372 Flush 

Above prices are for telephones complete with two push buttons—Add $1. 10 for 
3 Buttons. 





$25.00 


3.25 





TIME SWITCHES 








60 and 50 Cycle. . 
40 and 25 . 
Holiday Cutout Extra 


TYPE T-8C—Sgle. Pole 
15 Amp. Indoor Service 









GENERAL ELECTRIC TIME SWITCHES 





34x985 to 990.. 24.00 
34x991 to 996. 23.00 
TYPE T-9— Dble. Pole 
30 Amp. In or Outdoor Service 
PRMTEIMED, cc ccccccsscoccccescesaue 40.00 41.00 
PPOIAS 06 540006660006-60560000% 40.00 41.00 
bv S666 0b 00bosebesesveceseodeees 4.00 4.00 








TYPE T-13 ELECTRICALLY OPERATED 


With Plain Dial Two Adjustabie Riders 
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Switch Model Numbers 
Amp. Pole Throw 60 Cycle 50 Cycle 25 Cycle Price 
30 1 1 3T13AA7 3T 13AA9 3T IBAA $25.00 
15 1 1 3TI3AA2 3T13AA4 3T13AA6 26.00 
30 2 1 8T13CA7 3T13CA9 3T13CAI1 28.00 
15 2 1 3T13CA2 3T13CA4 3T13CA6 29.00 
With Astronomic Dial Two Moving Riders 
115 30 1 1 3TI3AB7 3T13AB93T13AB11 $40.00 
15 1 1 3TI3AB2 3T13AB4 3T13AB6 41.00 
30 2 1 3T13CB7 3T13CB9 3T13CBil1 43.00 
15 2 1 3T13CB2 3T13CB4 3T13CB6 44.00 
TWO-CIRCUIT SWITCH 
With Plain Dial 
115 Se  Seccoccctevesees 3TI3EA7 3TI3EA9 3T13EA11 $31.00 
ee a 8TI3EA2 3TI13EA4 3T13EA6 32.00 
= Astronomic Dial 
soneneataue teilen 3T13EB7 3T13EB9 3TI3EB11 46.00 
BB cwncssvecenseses 3TI3EB2 3TI3EB4 3T1I3EB6 47.00 



























PARAGON 

Type 10 A. 15 A. 20 A, 30A. 50A. 

A i. Peete 125 V.—AC....... 20.00. . 

B SE erry 250 V ——ACor DC. 
SA Sunday Cutout 125 V.—AC-S.P... 
SB « « 125 V.—AC-D.P. 
TA Two Circuit 125—V. AC . 2 
TB . e 125 V.—AC or DC 

Cc Sgle. Pole {For operation on... 

D Dble. « } 125 or 250 V.— 
sc Sunday Cutout | 25, 40, 50, or 60 
SD : ° | Cycles AC Only. 
Tc Two Circuit l 

RELIANCE & RACINE SWITCHES 
10 Amp. yaw y 30 Amp. 50 Amp 

Racine Type IR-2R............+. $19. $23.00 eocee ‘a 
Reliance Type 10-20-30-50......... 28.00 30.00 $32. $36 .00 
Reliance Type 15 Triple Pole...... 32. Seeee =e aene 


Apartment House Types A-B-C-D- E- F-G 30. 00 


















115V. AC 


SANGAMO TIME SWITCHES 
230V. AC 


115V. 


No. DC 230V. DC 
Poles Throw Amp. Price Amp. Price Amp. Price Amp. Price 


























Type 
Tote 1l Sgle. Sgle. 30 $50.00 30 $50.00 30 $56.00 15 $59.00 
TC * TM-1 Dble. 30 ~% 00 = 53.00 30 59.00 15 62.00 
TC “ TM-21 Dble. Sgle. 30 56.00 56.00 30 62.00 15 65.00 
TC * TM-22 * Dble. 30/10 59.00 93/10 59.00 30/10 65.00 ay 68.00 

TM-21 Triple Sgle. 5 62.00 5 62.00 5 68.00 1.00 

TM-32 e Dble. 5 65.00 5 65.00 5 71.00 3 74.00 

Type Poles Throw Amp. Price Amp. Price 

Form V.W. il........1 Sgle. 40 25 .00 40 $25.00 

° 5 Seer 2 4 4 27.5 40 27.50 

© Fe Betcacwevs 1 40 24.00 40 24.00 

© ‘Ba wiieveskcwns 2 . 40 26.50 40 26.5 

> Va ‘all Dble. 40 26.50 40 26.50 

TRIPLEX 

Self-Starting—Synchronous Motor and Mercury Tubes—110—220 Volt AC. 
Type No Throw Max. Sw. Cap. at 110-220 V. AC 

No. Poles Per Pole Per Switch Price 
201 1 Sgle. 20 Amp. 20 Amp. $25.00 
402 2 « Bhs 40 * 30.00 
202 1 Dble. 20 20 30.00 
502 2 Sgle. 50 {incl Magnetic Contactor and $50.00 
1002 2 . 100 No. 201 Time Switch. “E” 60 .00 

2E 2 _ 50 signifies encl. contactor. 56.00 
1002E. 2 100 * | 72.00 

Sy nchronous Motor wnat arly shipped for connection to 110 V.60 Cy. Can also 


furnish for 


220 V., 25, 


Clamps $1.00 a set. 


40, 50 or 100 Cy., at no extra charge. 







Extra On and Off. 














Box Ty 
Heavy 


e 
uty 
“ 


"Bell Residence 


Wizard 5 10 Volt 
Nucode 5 10 Volt 
Tri-Volt 5 6to 18V 
Porcelain 5 10 Volt 
Little Jeff Toy 50 54-13 
JEF- Midget Toy 75 534-22 
FERSON Model 2 Toy 100 54-23 
Model 3 Toy 150 1 
Heavy Duty 50 4to 24 
a a2 100 4 to 24 
a = 150 36 to 36 
. 5 250 6 to 24 
Blue Bell 10 8 
Tri-Volt 20 6tol6 
Grey Bellon Cov. 10 Ss 
Porc. White Bell 10 8 
KIL-__ BlackBell H. D. 50 6to 20 
LARK 6 ee x * 100 6to 24 
ag - ¢ 250 6to 24 
e e . 4 500 5to24 
Box * In Box 10 8 
Porcelain Clad 25 Single 
. 25 6-90-15 
Steel rs 15 Single 
a - 15 6-9-15 
STAN- Heavy Duty Pore. 50 6-12-18 
DARD “a ” “100 8-16-24 
Steel Clad “A” 6-12-18 
pe * “B” 100 6-12-18-24 
! * «C” 200 6-12-18-24 
. * “E” 300 6-12-18-24 
as *“ “F” 500 6-12-18-24 


These prices apply only to the United States 





230-101 1. 
230-111 1 

121 1. 
230-131 1. 
535-101 3. 
535-121 4. 
535-131 6. 
535-141 8. 
231-101 5. 
231-111 8. 
231-131 10. 
231-141 21. 


Sesrowsessss 


BELL & TOY beatae 
50 to 133 
Secondary Cycle 
Name Style Watts Volts o. Price 
Steel Clad Bell 25 Single 86 $ 1.25 
” = “ 25 Three = 1.55 
Porcelain Bell 25 Single 1.55 
Out x Bell 25 . SEK 1.55 
. ED- Heavy Duty 50 8-16-24 88 4.25 
WARDS “ . 75 " 89 6.40 
= 100 ” 90 7.40 
Toy 50 3t0 18 870 3.50 
7 75 3 to 24 871 5.85 
“ 100 2 to 30 $72 8.75 
Powacall ose 8 166 1.40 











25 to 40 
Cycle 
o. Price 
86 1.45 
86T 1.75 
87 1.75 
86ER 1.75 
88 4.65 
89 7.00 
90 8.15 
870 4.20 
871 7.00 
872 10.50 





















































































201G1 2.10 
204G1 2.55 
206SG 1.40 
208SG 1.75 
21i0HE1 7.20 
213EHE 10.30 
301A 6.75 
303B 10.75 
305C 20.65 
307E 25.75 
309F 36.00 





wn 
Ww 











WIRES 





NEW CODE RUBBER COVERED WIRES 
Special Price on No. 14 S.B. Wire 


Per Foot 
2 bee, Pee Cod Lew... PTTTTTTITITITITT TTT TT TT TTT $.01% 
In Coil Lots. penGndeecedendeseenusouseckbontenseees owe .0% 
Price Per Foot 
Other Sizes No. 18 No. 16 No. 14 
Fixture Wire DE cin ccoceseeeeees eencees $. S.M lessee . 
F BBUF ccceccccceces eccccocee e 0 cecces 
Solid Single Braid. ... ....000000e cece meee me “4 .01 See Above 
7 Double ©  ccceccccccetcesesenesesco 8 ¢ 01% $.01 
Stranded Sele. Braid. bcecesesestacces Un 01% -01 
ee, ccccces Cecccescccccece eeeece coves 01% 
Dugics & Single Braid.. eeeee Ccccmces ese enen eoence oo meee -02 
ouble cose ccccceneweceseseses en ees cawece -03 
Price Per Foot 
Other Sizes No. 12 No. 10 No. No. 6 
Fixture Wire apes eeusea . eeetes eee eee 
“ Heavy.. s6ecees “esace . S00800 . saseee oan ove 
Solid Flecie Bapid «0 cerevcseee $.01 $.01% .02% $.03% 
cua 00eeees ecoe | E -02 02% 04 
Stranded Sgle. Braid............ 01% .02 .02% é%e 
oeesece ecece .01% .02% .03 -04 
Duplex Masts Bab. ccc ccccceces 02% .03 .04 
EE  kcéctctarcess 03% .04 .05 





LARGER SIZES DOUBLE BRAID STRANDED 





Price Price 
Size Per Foot Size Per Foot 
Pees OBA Ba cccccscescess $.03 PEO Os a oc ccvcsceccseeses $0.14 
BeOs © BA Bee ccccccccecese O+ DEO, GO, cocccccccecoesece 16 
Bes OBA Me ccccescoceces 05 PEGs GED, oc ccccsvccccecce 19 
BEG. B BA Bre ccccccccccese 07 Nie, GEGO. cc ccccccccccvcs 23 
No. 2 D. B...... Scccccoce 08 SEO DUD... . cocccese eoccece 28 
Se F Sawer 2 
CIRCULAR MILL CABLE 
Price 
Size Per Foot Size 
300,000 C. M -- $0.32 700,000 C. M.. 
350,000 C. . 36 750,000 C. M.. 
400,000 C, 40 800.000 C. M.. 
450,000 C. M..... 46 900,000 C. M 
500,000 C. 49 1,000,000 C.M 





600,000 C, M.. .60 ’ 
Additions to Code Wire for 25% (Intermediate Grade) and 30% Wire. 


For Intermediate 


Sizes or 25% Wire For 30% Wise 
From No. 14 to No. 10.....ececieecececs 8% cececccecosces 
Brom No. 8 to 4 .. ccccccccccccccccccecs 6% eoecesseoseces 10% 
From 3 to 4/0. TTT TT TT. >. ST TUT TTT TTT 7% 
From 250,000 to 1,000,000 CM:. peccecceseoe }, ST TTTT TT TTT Tee 5% 





WEATHERPROOF WIRE 
Triple Braid 


Price 
No. 18 No. 16 No.14 No.12 No. 10 No.8 No.6 











Per Pound Solid $.50 $.45 $.40 $.38 $.35 $.34 $.32 
Strande sxnees Sthihe Ge 41 37 .35 34 
Per Foot Solid....... 01 O1m .02 02% 4 
“ Stranded........ nah o0-aeae © Ue .03 03% .04% 
Number Feet Per Pound.. 70 50 40 30 13 
EXTRAS—For slow burning W. P. Wire—Per Pound Fitra......... $.% 
For Twisted Pair W. P. Wire—Per Pound Extra. ‘ .02 
For Double Braid W. P. Wire—Per Pound Extra.. e -01 
For Medium Hard Drawn—Per Pound Extra............ -0034 
For Armored Cables See Page PL-9. 
ANNUNCIATOR—TELEPHONE WIRE, ETC. 
Annunciator Wire 
Description No. 1 No.16 No. M4 No. 12 
Singte Per Pound...... 3.80 $.70 — eesees 
Per Foot....... .0034 -01 . eos 
Twisted or Duplex Per Pound... .... 85 75 y ewtkaten 
Per Foot....... .01 01% 


Office & Damp Proof Wire 
80 70 


Single Per Pound...... -60 ae 
Per Foot....... .01 “01% .02 eosee 
Twisted or Dupis © Per Pound.... .. . 85 .75 .65 seiceninl 
Per Foot....... -02 .o . ee 
“*Deltabeston”’ Fixture Wire or similar. 
Single Stranded BlackorWhite Per Foot. .014% .02 02% 3.03% 
Single Stranded Colored Per Foot..... .02 .02% .03 .04 
Single Glazed Cotton Per Foot. ....... -02 .02 .03 .04 
Sinele Artificial Silk Per Foot......... -03 .03% 04 .05 
Thermostat Wire No. 18—3 Conductor Solid—Per Ft.............+- .02 
Asbestos Range Wire 
Duserigdoe oO. 14 No. 12 
Asbestos Range Wire or Switch Board Wire Single Solid— 
BSP PUGOs c ccccccccccecccccccccccessocesesecoecebeos .08 -10 








TELEPHONE WIRES 





Covered 
Inside & Outside 
Size Ins. Description Price 
Per Ft. 
#19 3/32” Inside 2 Cond Twisted Pr. .......... . $.02 
19 3/32” ° 2 - - a a wie wath Se thin .03 
22 5/64” ve Paes e “ Flameproof .04 
18 7/64° Outside2 * S ° " .02 
16 4/32” = ae . > = .03 
14 5/32” - 3. ¢ = be oils ° wate . 04 
14 5/32” ° " * “ Copperweld-Drop Ww. enhaae .04 


For price of single conductor use one-half of 2 Cond price. 


GALVANIZED TELEPHONE WIRE 





Size BWG No.4 No. 6 No.8 No. 10 No, 12 No. 14 

EBB Extra Best Per Pound... $.12 $.12 $%.12 $.12 $.13 14 

B. Best Best pa nei eS -1l Il -ll -ll -12 13 
Steel ~as e owen See ° 


Weight Per 1000 Feet.. 


mee rt 
Weight Per Mile... 590 


cocccccesesss S811 


WIRE, MAGNET 
Price Per Pound | 





; lain Enamel- Enamel- 
Single Double Single Double P. 4 ed Single ed Double 
Size Cotton Cotton Silk Silk ed Cotton Cotton 
8 $0.54 eae. weeks ~ “epee .53 .57 $0.58 
10 55 i. heen  eaaken .54 .58 .61 
12 56 —— . «nee  eeeen .55 .60 .63 
14 .58 aden alee . 56 .62 .67 
16 -60 .66 $0.85 $1. .57 .65 .71 
18 .65 -73 .93 1.12 .60 -70 .78 
20 -72 84 1.00 1.25 .63 .78 M 
22 .79 -93 1.07 1.30 .65 ‘ .98 
24 . 86 1.05 1.20 1.45 .68 .95 1.15 
26 .90 1.22 1.40 1.65 .73 1.10 1.37 
28 1.00 1.50 1.60 2.00 .74 1.30 1.67 
30 1.25 1.60 1.65 2.65 .78 1.52 1.90 
32 1.33 2.00 2.15 3.65 . 85 1.73 2.50 
34 1.68 2.55 2.10 5.40 .95 2.20 3.25 
36 2.21 3.30 3.95 8.25 1.10 2.87 4.70 
38 4.95 7.50 5.95 11.45 1.35 56.28 —s a aes 
> «seen .eeeed. 2 / cai oe Nee Bae 665668 ‘enccs 
NOTE: For odd sizes use naif the increase of next larger size. 
For \ Ib. lots use one third of above prices. 
For one ounce lots use one tenth of above prices. 
Price Per 100 Feet Plain Enamel- Enamei- 
Single Double Single Double Enamel- ed Single ed Double 
Size Cotton Cotton Silk Silk ed Cotton Cotton 
8 $3.25 Ga = eeee.——té« ws 2.20 $2.30 $2.40 
10 2.12 cf ie ee 2.00 2.25 2.35 
12 1.35 © eer ae ee 1.35 1.50 1 60 
14 1.05 ae: seeee  - (eens .65 75 .90 
16 4 .60 $1.00 $1.20 .60 70 80 
18 .42 47 ° 75 .35 45 .60 
20 29 .34 .45 .50 .25 .35 .45 
22 -20 25 .30 .35 .20 .30 .40 
24 15 .20 .20 25 -12 .20 .25 
26 .10 15 > ‘an .20 .10 15 .20 
28 05 .10 .10 15 .05 .07 .10 
30 05 -10 .10 .13 .05 .O7 .10 
32 .05 .10 .10 -ll .05 07 .10 
34 05 -10 -10 ll .05 7 .10 
36 .05 -10 .10 -ll .05 .07 -10 
38 .05 .10 -10 -ll .05 .07 .10 
> .. veaes . stvae..» 9008.) oeneen .05 .10 
Note: "Prices per 100 feet are higher than per pound rate to cover cost of 


measuring and should be used only for small lot sales. 


LEAD & RUBBER COVERED Wink AND CABLE 
Two _ Ph a oh 





a = Conductor 








Size Solid Stranded Solid Stranded Solid Stranded 
No. 14 Price Per Foot $.03 $.04 $.05 $.06 $.12 pease 
No. 12 = 04 05 .08 -10 15 a 
No. 10 - > - -05 -09 12 17 $ .20 
No. » ° © . 06 .07 -ll .14 +20 26 
I is = -10 -12 116 220 -33 .38 
a a © ‘eevece -l4 cece 24 eese 44 
—_ 2 - ¢ GS eecces olf eccee -32 eoee .55 
_— = = S eeseee on ecee 4 cece .60 
—_— 2. S escece -23 ceee .47 = .90 
a - S S secese -28 enn 56 eee 1.05 
No.3/0 * * SO coscce 31 -65 1.10 
mau = © SB secece ° ee 75 1.35 
_o..> S cesese 42 . 95 1.55 

250,000 C.M.Cable ...... 50 
300,000C.M. “ 56 
350,000 C.M. “ é 
400,000C.M. “ 
500,000C.M. “ 
600.000C.M. “ 
700,000 C.M. Ca 
750,000 C.M. “ 
800,000 C.M. “ 
900,000C.M. “ 
1,000,000 C. M = 





NOTE: Above prices are based on following quantities 
No. 14 to No, 8 Less than 100 ft. No. 6 and leer less than 56 ft. 


PARKWAY CABLES 





Steel Taped Non-Metallic 
Size 2 Cond. & Coed. 2 Cond. 3 Cond, 

Bim Boge &-------+-00- $ .33 * $ .25 $ .42 
No. 12 eccececccs -35 ° 27 44 
No. a sees ° .38 -29 48 
oe. © cacoscecece -43 .68 .33 .55 
No. DS ccecccceses .55 -90 43 -72 
eG occccccese .68 1.12 .55 .88 
Din |  necsceuens .92 1.50 -72 1.15 
ae. cencccssses 1.25 1.90 -88 1.50 
a. © = wwcosnmnens canes 2.10 1.00 1.70 
NOTE: Prices on Parkway Cables are based. on Trade costs in quantities of less 
than 100 Feet. Larger quantities take lower prices. Consult your jobber. 


These prices apply only to the United States 
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MORE PROFITS 
WITH 
LESS BUSINESS 


There isn't an electrical contractor but has less business these days. Therefore, it 
is of vital importance that every contractor place his business on a profitable basis. 


PAYS A SATISFACTORY NET PROFIT 


If you have been dissatisfied with your profits, here is something that will assure you 
a profit on the business that you secure. 


INVESTIGATE—IT WILL PAY YOU 


We have issued a booklet 'Profit—Your Silent Partner™ which describes in detail 
THE NATIONAL ELECTRICAL RESALE PRICE SERVICE used daily by successful 
contractors to increase their profits, save time and build customer confidence. It's 
yours for the asking; simply attach the coupon to your letterhead. 


Henderson-Hazel Corporation 
5005 Euclid Ave., 

Cleveland, Ohio. 

Gentlemen: 


Without obligation please send us your booklet describing THE NATIONAL ELECTRICAL 
RESALE PRICE SERVICE. 
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eit Se a KEEP 
A-RUNNING “’ 
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1/6 Horse Power Century Type CP Capacitor Single Phase Motor with Cushion 
Mounting. Capacitor can be furnished as separate unit for wall mounting. 


Interchangeable 
Mounting Dimensions 


The following types of Century Fractional Horse 
Power Motors can be furnished for continuous-duty 
open-rating service, or totally-enclosed construction, 
with rigid or cushion mounting: 

















TYPE RS — Repulsion Start Induction, Single Phase 
TYPE CP— Capacitor, Single Phase 
TYPE SP—Split Phase, Resistance and Reaction 


TYPE SC—- Three and Two Phase M OTO R c 


TYPE DM— Direct Current 





CENTURY ELECTRIC COMPANY, 1806 Pine St., St. Louis, Mo. 
40 U.S. and Canadian Stock Points and More Than 75 Outside Thereof 





SINGLE PHASE, THREE PHASE AND DIRECT CURRENT MOTORS » MOTOR 
GENERATOR SETS » ROTARY CONVERTERS « FANS AND VENTILATORS 





FOR MORE THAN 28 YEARS AT ST. LOUIS 
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INSTALLATIONS SHOWN ” 


POOR WIRING 
BY MOVIES: Fred Scoit, secretary of the 


Grand Rapids Electric Club, Grand 
Rapids, Mich., in addition to his regular 
duties, is adapting himself to the ways 
of operating a movie camera a:d pro- 
jector. The club recently purchased the 
outfit and Scott is right on the job get- 
ting movies of electrical installations, 
good and bad, electrical conditions th t 
are fire hazards, violations of the Code, 
places damaged by fire through faulty 
old wiring, and all things that can be 
used to show civic groups regularly ad- 
dressed by the chief of the Grand Rap- 
ids fire department. The gentleman on 
the left is Wallie G. Campbell, recent'y 
elected president of the Grand Rapids 
Electric Club. 


INTERIM REVISIONS LOSE 

The outcome of letter balloting on 
interim revision proposals Nos. 5, 
7, 8, and 9 was unfavorable. Two- 
thirds of the votes of all electrical 
committee members are necessary to 
pass. The official report follows: 

PROPOSAL No. 5: Regarding table 
paragraph b of Section 603: 
posal failed to receive the required num- 
ber of favorable votes and is declared 
lost. Many of the members desired 
matter referred to Committee on 
cle 6, and it will take that course. 

PROPOSAL No.7: Amending Arti- 
cle 31 to recognize electrical metallic tub- 
ing aS a wiring material and method in 
hoistways and on elevator cars. This pro- 
posal failed to receive the required num- 
ber of favorable votes and is declared lost. 

PROPOSAL No. 8: Amending para- 
graph h of Section 508 raising voltage 
limit to 600 when Type RC wire is used 
and omitting limit to conductor size, This 
proposal failed to receive the required 
number of favorable votes and is declared 
lost. 

PROPOSAL No.9: Amending vari- 
ous paragraphs in Article 32 to recognize 
electrical metallic tubing as a wiring 
method and material in hazardous loca- 
tions. More than one-third of the mem- 
bers voted against this proposal which 
accordingly is declared lost. 


This pro- | 


the | 
Arti- | 





| Prefer It to All 
Other Brands’ 


Says GARDNER A. B. SPENCER 
Spencer Elevator Company, San Francisco, Calif. 
















HAT a manufacturer says about his prod- 
uct is not half as important as what his 





Spe mreeetCEE 











NCER Pa. Eva customers say about it. Mr. 
meee VATOR Company, Spencer is just one of 
09-100 suvawrg ST 2800 the thousands of con- 


SET 






tractors who prefer 
DUTCH BRAND Tapes. 


Perhaps you too, if you 
are not using DUTCH 
BRAND, would prefer it to 


Saw PF 
RANCIs, 
co. C 
*“AL 












Feb, 
ruary 2, 1039 











Yan Cleer Bros, 
7800 Wood lawn Ave, 













Coat ienen, “Monee, 212, all other brands if you 

———— really knew that DUTCH 

Brand, 1 f MBY yours STO many bing BRAND actually possesses 
Prefer 4+ to al) rt ie lugs le of Po . 4 ae 

other brante Extra Service” qualities. 







any o Coan have ne 


ha 
the Daeoe — 4 pac rays Site tro Here they are: 


1. Manufactured by our own 4 ply sat- 
uration process. Not 2 coats or 3 
coats of compound, but 4 plies of rubber 
uniformly applied that give it exceptional 
adhesiveness and long life in any climate, 


2. The 4 ply process eliminates pin holes 
and insures extra insulating safety. One 
thickness of this tape, resists 2200 volts, 


3. The edges do not fray. Every inch is 
clean cut and usable right down to the core, 
no waste. 


4. itis made on a base of tough close-woven 
sheeting that brute strength can't easily break. 


5. Its great adhesiveness is always fresh, It 
lasts and is not of the gooey or messy type. 
It won't dirty the hands. 6. It is neatly pack- 
aged in small sizes for the consumer and shop sizes for the contractor. 









af — 
poo ies ten te the mee are the best 


et testing, Can hire, 
ar ould 


















fy 












Make us prove these “Extra Service” qualities. “Try it 
and if you like it, buy it!” has always been our slogan. Clip 
the coupon below and free test rolls will be sent you. 







DUTCH BRAND Friction Tape, Rubber Tape and Solder- 
ing Paste are sold by electrical jobbers everywhere 


VAN CLEEF BROS. Estabiched 


Rubber Tape and Soldering Paste 
Woodlawn Ave., 77th to 78th Sts., Chicago, U. S. A. 











DUTCH BRAND Rubber Insultating Tape 
Fuses instantly without heat. Molds into one 
solid piece. It s-t-r-e-t-c-h-e-s without 
breaking because it 
contains 20% more 
live, new rubber. 














Pees ee ee 2 2 SS SSS eS SB eS Sees eee eee eg 
: Van Cleef Bros. ‘ 
‘oodlawn Ave., 77th to 78th Sts.,Chicago, Illinois 8 


1 Gentlemen: We would like to test the “Extra Service” 
' qualities of the following DUTCH BRAND products: 











§ OFriction Tape ORubberTape CO Soldering Paste 9 

@ Name....... ‘ ‘ DUTCH BRAND 

® Kind of Business... i : Soldering Poste 

' S A 7 A scientific mixture. Cleans as 
g dtreet ddress ..... ‘ as it works. Holds solder fast. 
BF i icecciasccesescscesneciconntncsnesimintncenenest eT Less paste required per job. 


8 jobber’s Name. 
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A.E 


NEWS AND SERVICE 





INFORMATION 





MATERIAL FOR THIS DEPARTMENT IS SUPPLIED BY THE HEADQUARTERS 
STAFF OF THE ASSOCIATION OF ELECTRAGISTS, INTERNATIONAL 


420 LEXINGTON AVENUE, NEW YORK, N. Y. 


President, L. E. Mayer 
14 North Franklin Street, Chicago, Illinois 


Vice President, Earl N. Peak 
1603 West Mein Street, Marshalitown, lowa 


DIVISIONAL EXECUTIVE 


COMMITTEEMEN 
Eastern Great Lakes Pacific At Large 
Louis Kalischer E. D. Brown F. O. Sievers L. K. Comstock 
288 Livingston St. 2470 Grand River Ave. 468 5th St. 16 East 52nd St. 


Brooklyn, N. Y. 
Southern 
D. B. Clayton 
844 Martin Bldg. 
Birmingham, Ala. 
Southeastern 
W. W. Ingalls 
315 S. W. 10th Ave. 
Miami, Florida 


Detroit, Mich. 
Central 
F. T. Langford 
511 S. Third St. 
Minneapolis, Minn. 
Mountain 
R. R. Reid 
1957 South 5th East 
Salt Lake City, U. 


San Francisco, Cal. 


Eastern Canadian 
R. A. L. Sray 
85 York Street 
Toronto, Ont. 

Western Canadian 

J. H. Schumacher 

344 Main Street 

Winnipeg, Man. 


New York City 


J. A. Fowler 
118 Monroe Ave. 
Memphis, Tenn. 


General Manager 

Laurence W. Davis 

420 Lexington Ave. 
New York City 


Contractors Organized for Industry Welfare 





REDUCED FARES TO KANSAS CITY 
CONVENTION 

The railroad passenger associa- 
tions have granted the Identification 
Certificate Plan for special reduced 
fares for one and one-half fare for 
the round-trip to the Electragist 
Convention at Kansas City, Mo., on 
October 10-12 next. This reduced 
fare round-trip rate will apply to 
either travel via the same route in 
both directions, or going via any au- 
thorized route or returning via an- 
other authorized route, the return 
limit being extended to thirty days 


in addition to date of sale under 
either plan. 
A short limit summer tourist 


ticket can be purchased at any point 
east of Chicago on or before Septem- 
ber 30, to cover a round-trip to Den- 
ver, Colo., and returning via the 
convention at Kansas City, Mo., at 
a cost very little more than the one 
and one-half fare convention rate to 
Kansas City itself. 

Delegates and their families from 
New York City, for example, can 
make this trip to Denver, taking in 
the Rocky Mountains National Park 
and other features of Colorado, and 
returning through Kansas City, at a 


as compared with the reduced fare 
convention rate to Kansas City of 
$72.15. 


NEW MEMBERS 
The following applicants have been 
accepted into the A.E.I. since the 
publication of the list in the May 
issue : 
KANSAS 
Kansas City: 
Noel Electric Co. 
PENNSYLVANIA 
Philadelphia: 
Lennig Bros. Co. 
Mitchell & Co. 
Schuck Elec. Co. 


SIMPLIFICATION OF BOX 
STANDARDS 

HE Association of Electragists, 

International, through its Commit- 
tee on Wiring Adequacy and Simpli- 
fication, has been making a study of 
the ways in which the costs of wiring 
may be most effectively reduced by 
the electrical industry, with increased, 
rather than decreased, safety, effi- 
ciency, permanency and economy of 
operation, and thereby greater public 
satisfaction and acceptance. 

There are today several thousands 
of types and sizes of boxes and fit- 


tings. One manufacturer alone 


Another large manufacturer reports 
that of their entire line of boxes and 
fittings 77 per cent are types and sizes 
of which they make less than 2,000 
per year of any one catalogue num- 
ber, and only 23 per cent of the en- 
tire line is made in quantities of over 
2,000 per year of each type. The 
need for simplification in boxes and 
fittings is typical of the opportunity 
for lowering the cost of the entire 
wiring field through reduction of the 
useless complexities in numbers and 
types. 

Accordingly a tentative study and 
report, as a basis for box and fitting 
simplification, has been prepared by 
the A.E.I. committee and is presented 
herewith for discussion and com- 
ment from the contracting field. Send 
recommendations or suggestions to 
Committee on Wiring Adequacy and 
Simplification, Association of Elec- 
tragists, International, 420 Lexington 
Avenue, New York City. 

The following is the program ten- 


tatively proposed. Send in your 
comments. 
BASIS FOR BOX AND FITTING 
SIMPLIFICATION 


Standard Metallic Conductive Finish 

Unless made of non-corrodable 
metal, all surfaces of boxes and fit- 
tings, including screws, shall be pro- 
tected against corrosion attack by a 
standard conductive metallic coating, 
preferably of sinc. 
Standard Y-in. Diameter Knockouts 
and Flat Sides 

All standard outlet, switch and con- 
crete boxes shall be flat sided and 
equipped with knockouts not less 
than 7%-in. diameter. Clamps or 
other connection means which pre- 
vent boxes from being used with 
either or both conduit and cable, shall 
not be permitted. Fixture studs, bar 
hangers, lath supports or extended 
ears shall not be furnished integral 
or assembled with boxes or covers. 
Standard Clamp Type Connector Fittings 

Cable connector fittings shall be of 
the squeeze clamp type and have all 
screws and surfaces, particularly the 
internal clamping surface and barrel 
which contacts with the conduit or 
cable armor, protected against cor- 
rosion attack, by a standard metallic 
conductive coating, preferably of 
zinc. The depth of clamping means, 
and barrel to reccive conduit or cable 
shall not be less than ¥%4-in. Connec- 
tors shall fasten to boxes by means of 
a threaded locknut. Connectors shall 


round-trip railroad fare of $77.00, makes aver 1,700 types and sizes. have means provided so the insulating 
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ee DAYTON COG-BELT DRIVE (propoaition 
re) the hoot vee thes er today” 


..»- WRITES ONE CONTRACTOR TO ANOTHER 


Contractors who handle Dayton Cog-Belt 
Drives know from experience that these 
drives are easier to sell—that once intro- 
duced in a plant, many more installations 
in that plant almost invariably follow— 
that more and more plants are standardiz- 
ing on Daytons, thus creating new sales 
opportunities, both for original equip- 
ment and replacement business. 

And the reason is that Dayton Cog-Belt 
Drives offer advantages no other drives 
can give. First, Dayton Cog-Belts last two 
and three times longer. They embody 
Dayton’s patented cog construction— 
“built to bend’’— flex easily without heat- 
ing or buckling over small diameter 
pulleys. Maintenance cost is lower. 
Replacements are reduced to a minimum. 
And their die-cut sides with raw edge con- 
tact surface assure a tenacious grip in 


V-pulleys. No slipping. No sliding. No 
loss of power. Speeds are positive. Pro- 
duction is increased. Centers are shorter. 
Floor space is saved. Vibration is practi- 
cally eliminated. 

These are facts. And any drive which 
assures such results has a powerful appeal 
to plant executives who want greater 
production at lower cost. 


Here’s your opportunity to render a real 
service to your clients by recommend- 
ing and installing Dayton Cog-Belt 
Drives. At the same time, it’s an oppor- 
tunity to make a real profit for yourself. 
If you want more of the facts, let us 
send you our Catalog on Dayton Cog- 
Belt Drives, a sample of the belt, and 
the name of your nearest wholesaler. 


THE DAYTON RUBBER MFG. COMPANY, Dayton, Ohio 


Factory Distributors in Principal Cities and all Westinghouse Electric and Mfg. Co. Sales Offices 


ayton 
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D-tach-O 


The New Wadsworth 


Lighting Units Revolutionizing 


Display Case Lighting 








bushing required by the National 
Electrical Code, at each termination 
of the armor, will be visible for 
ocular inspection after installation. 


PREREQUISITES TO IMPROVED 
TRADE RELATIONS 

At a meeting at Kansas City, Mo., 
on May 20, of L. E. Mayer, presi- 
dent ; Earl Peak, vice-president ; J. A. 
Fowler, chairman, trade policy com- 
mittee, and R. J. Nickles, chairman, 
merchandising survey committee, the 
following thirteen points were 
adopted as expressing the policy 
which public utility companies would 
be expected to follow to insure satis- 
factory trade relations with electrical 
contractor-dealers, These points 


| were later presented to a number of 


public utility executives from the 
Great Lakes Area who are interested 
in improving the relations between 


















































The WADSW 









ntucky. 
Safety Electric Switches — Display Case Lighting 
POERG sce cccs cceccsccccccccecceccseccecessee pe Tre Tee Te 


Glty ad BlatO... cvcccceceveceossccecsecceess My Jobber is.........++-++-- ognteetebeconesesias 


2. 
k 4 
4. 
Illustration of a complete ““D-tach-O” 
installation. 
Note the simplicity of attaching or 5 
detaching the “D-tach-O” Lighting Unit. : 
Flexibility yy 
I “D-tach-O” Units quickly and completely removable, for re- 
n newing Lamp, cleaning reflector and case. 
. Efficiency ee 
Service More and better distribution of light properly retained within | 
the case. 
Temperature 
Decidedly cooler units. 
8. 
’ An entirely new, unique method that is neat, rigid and eco- 
Installation nomical. 
9. 
To the CONTRACTOR “D-tach-O” offers an unusual 
opportunity for more wiring jobs. 
10. 


Mr6@ Inc. 11. 


| the two groups: 


Discontinuance of all propaganda 
for “cheap wiring.” 

Utility executives to discontinue at- 
tacks against wiring as an impedi- 
ment to utilization of electricity. 
Utility companies to direct their 
contacts and cooperation towards 
the better types of established con- 
tractors, instead of the cheapest 
curb-stoners. 

Withdrawal of opposition of utility 
companies to adequate licensing 
legislation, requiring competent ex- 
amination of applicants before li- 
censing them as contractors. 
Approval and support of adequate 
Sales Control Ordinances, based on 
Underwriters’ Laboratories’ approv- 
al of materials and appliances. 
Discontinuance of efforts to break 
down the National Electrical Code, 
or to encourage violation of Code 
in local practices. 

Establishment of orderly method for 
handling range wiring, at fair in- 
stallation prices and _ reasonable 
profit and with recognition of the 
services of the better class of con- 
tractors. 

Stop placing responsibility for cost 
of range wiring upon the contrac- 
tor, and at the same time requiring 
expensive meter equipment for the 
utility companies’ interests. 
Interior wiring and servicing of 
equipment and appliances should 
not be the function of the utility 
company. 

Discontinue merchandising  elec- 
trical appliances which have estab- 
lished customer acceptance. 
Co-operate with dealers on major 
devices still in need of promotional 
selling. 

Correct the “district representa- 
tive” plan which is a most disturb- 
ing form of competition. 

Utility company must assume sales 
expense for developing load. Make 
compensation of commercial depart- 
ment men dependent on total added 
load from all retail outlets, and not 
merely from their individual sales. 























June, 1932 ELECTRICAL CONTRACTING 61 








TEP OUT ‘“~ 


of the Price Ru& 


WITH 


NOFUZE REWIRING 


TEP out of the price rut, where low bids and keen 


competition make contracts profitless and hard to land. 
Get the jump on your competitors by stressing the advan- 
tages of fuseless wiring—made possible by Westinghouse 
Nofuze panelboards. 


In Nofuze panelboards, “De-ion” breakers replace switches 
and fuses—eliminating the trouble and annoyance incident 
to replacing blown fuses. When a dangerous overload opens 
a circuit anyone can restore service instantly by a mere flip 


of a handle . . . there is nothing to replace or renew. 


Tell your prospects of the dangers of overfusing, then 
explain that tampering tenants cannot endanger wiring 
protected the Nofuze way. The breaker calibration cannot 
be changed by unauthorized persons or the breaker’s open- 


ing action blocked. 


Mail the coupon for the new 76-page Nofuze catalog. 


Westinghouse 


Quality workmanship guaraniees every Westinghouse product 








Nofuze Lighting Panelboard. A complete line 
a of Lighting, Metering and Distribution Panel- 
boards is described in the new catalog. 


-SEND FOR CATALOGS 





Westinghouse Electric & Manufacturing Company 
Room 2-N—East Pittsburgh, Pa. 


Gentlemen: Please send me a copy of Catalog 2246. 


Name . 











i 


Company. . 
Address 
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INFORMATION OF INTEREST TO ELECTRICAL CONTRACTORS 

CONSISTING OF ITEMS OF NEWS, SHORT ARTICLES, PRACTICAL 

IDEAS, ETC., OUR READERS ARE INVITED TO CONTRIBUTE TO 
THIS DEPARTMENT 





CHICAGO SURVEY BUREAU 
CLOSES 

Announcement was made to the 
Chicago building industry on May 24 
that the Electrical Survey Bureau 
was discontinuing business as of 
that date. The announcement stated 
that this action was taken because 
the extreme depression of the build- 
ing industry had made it impossible 
for the bureau to earn its necessary 
operating expenses. 


NON-METALLIC SURFACE EXTEN- 
SION REVISION SOUGHT 
Upon application of Electrotrim, 
Inc., a code interim revision pro- 
posal has been submitted to the Elec- 
trical Committee for letter ballot. 
The proposal asks that a new sec- 
tion, the same as that presented in 
the report of the Committee of 
Article 5 to the 1931 meeting, be in- 
cluded in the Code. Last year it was 
voted to refer the matter back to a 
succeeding meeting without preju- 

dice. 





IOWA CONTRACTORS MEET AT 
MASON CITY 

On May 23 and 24 the Electrical 
Contractor-Dealer Organization of 
Iowa held its annual convention and 
election of officers at the Hotel Han- 
ford, Mason City, Iowa. 

Among the speakers at this con- 
vention were Laurence W. Davis, 
general manager, A.E.I., New York 
City, who spoke on “Traffic Control 
on the Electrical Contracting Busi- 
ness”; Mr. Altree of Edison Lamp 
Works, Chicago, who spoke on “Dual 
Purpose Lighting”; W. W. Boyd, 
Iowa Public Service Co., Waterloo, 


Iowa, on “Relationship with Dealers 
and Contractors,” and A. C. Sweet- 
man, president, Iowa Association of 
Electrical Contractor-Dealers, Water- 
loo, on “Things to Think About.” 
Leland Wooters of the Register and 
Tribune, Des Moines, Iowa, gave a 
talk entitled “Benefits Derived from 
Group Advertising,” and John E. 
Sweeney of the Westinghouse Elec- 
tric Supply Co., Chicago, IIl., also 
addressed the group. 

On Tuesday morning, a business 
session for the electrical contractor- 
dealers only was held. 

A. C. Sweetman was reelected 
president ; Jas. E. Cusack, vice-presi- 
dent, and M. J. Frazier, reelected 
secretary and treasurer. 

The Ladies’ Auxiliary of the or- 
ganization also met at the same time. 








HAS ELECTRICAL OFFICE: — H. Marion 
Hawkins of the Hawkins Electric Co., 
Atlanta, Ga., is seen in the ‘photo 
switching on a signal to the outer office 
indicating that his ‘’phone is in use. 
When any ’phone rings the person an- 
swering it throws a signal switch with 
a pilot light that indicates the "phone is 
being answered or in use. Mr. Hawkins 
has four ‘phones in his private office. 
Besides being unusually well illuminat- 
ed the office contains six outlets and 
ventilating system that changes the air 
every one and one-half minutes. 









WORKING FOR RECOGNITION 
OF CODE 
The Washington County Chapter 
of Electragists, Waterbury, Vt., are 
sponsoring meetings in several sur- 
rounding cities in order to get a state 
organization so that the National 
Electrical Code will be recognized 
throughout the state. At the present 
time there is no inspection outside of 
some of the cities and some public 
buildings that are inspected from the 
New England Insurance Exchange in 
Boston. The state of Vermont rec- 
ognizes no code and anyone can in- 
stall wiring without following any 
code rules or regulations. 

A meeting will be held early in 
June in Springfield and one in the 
fall in Burlington to further promote 
this work. 

The Waterbury County Chapter 
meets the first Friday of each month 
with the different members from the 
surrounding cities and towns in at- 
tendance. 


ALL METAL FOR EASTCHESTER 

The town board of Eastchester, 
N. Y., has just enacted a new elec- 
trical code, incorporating the use of 
all-metal wiring. The section reads 
as follows: 


Section 1: All electric wiring for 
light, heat or power and signal systems 
operating on 20 volts or more, installed 
in any residential or apartment building 
shall be installed in standard rigid metal 
conduit, standard flexible metallic con- 
duit, standard armored cable, electrical 
metallic tubing, standard surface metal 
raceways, standard .underfloor metal 
raceways, or standard metal wireways, 
with all conductors insulated. 





GUILD MEETING EMPHASIZES 
SELLING 

The necessity for contractors 
doing a selling job was a dominant 
note of the second annual meeting 
of the Electrical Guild of North 
America held in Washington on 
May 19 and 20. Reports of current 
conditions were made by represen- 
tatives of the several sections and the 
section managers, as well as research 
director, J. A. Kelly and M. B. Wil- 
liams, of headquarters staff. 

A series of economic charts based 
upon building and employment rec- 
ords in cities where the Guild is 
organized were presented by Mr. 
Kelly. 

The economic aspect of present 
conditions was epitomized by Mr. 
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AMERICAN STEEL & WIRE COMPANY 


ELECTRICAL WIRES 
AND CABLES 


SOLDIERS & SAILORS 
MEMORIAL ome 


iv AchiteceRo,& Gl a New York a 
neers— Greiner 
Gen. Contracton—. hAcGema'e Co., 





‘ Philadelphia, P: 
Biost, Contetion teh 
Harrisburg, P: 





A Notable Achievement 


Credit is due the Commonwealth of Pennsylvania for having 
given to her veteran soldiers and sailors in the late war one of 
the greatest memorials in the country—The Soldiers’ and 
Sailors’ Memorial Bridge at Harrisburg. Only the finest of 
materials and workmanship went into its construction and the 
American Steel & Wire Company was honored to have its 
Electrical Wires and Cables used in this notable achievement. 
Our products not only meet, but surpass all existing standards. - 
you need electrical wires or cables, you can always rely on the 
— Steel & Wire Company as a y arlene = t source of 


AMERICAN STEEL & WIRE COMPANY 


208 South LaSalle Street, Chicago SUBSIDIARY OF unre UNS stares STEEL CORPORATION And All Principal Cities 
Pacific Coast Distributors. Columbia Steel Company, Russ Building, San Francisco Export Distributors: United States Steel Products Company, New York 
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No Solder 
to Put In. 


A Perfect 
Electrical 
and Mechan- 
jeal Contact 
Despite 
Overload or 
Natural 
Heat. 


Suitable 
for Solid, 
Stranded or 
Flexible 
Wire. 


Ample Car- 
rying Ca- 
pacity. 


industrial user, 





New! 


Just the thing and a big improvement 
is the comment of every contractor and 
who has tried 





THREAD LUGS 


Many Advantages 


No Sold-r 
to Melt Out. 


Attached 
in 1/10th 
the Time 
Required in 
S oldering 
Lugs. Simple 
to Join and 
Absolutely 
Fool-Proof. 


Can Be 
Used Wher- 
ever Ordi- 
nary Lugs 
are Used. 

Contact 


Surfaces are 
Ground. 


Showing how the Ideal Lug threads 
itself onto the wires. 


Approved by 
Underwriters’ Lab. 


While Ideal thread Lugs are 
being introduced to electri- 
eal contractors for the first 
time—thousands of them 
have been used and proven 
in the industrial field for 
over two years. 


Ideal Thread Lugs make the 
weakest point in an electrical cir- 
cuit the strongest. They will not 
let go, despite overload or natural 
heat. They are bronze cast lugs, 
tapered and threaded, acting as 
a die when screwed onto the wire. 
Corrosion can not take place, as 
the threads are self-made and*the 
wires fit in a vise-like grip. 


=== =SPECIAL=-=<=<= 


INTRODUCTORY OFFER! 
A trial assortment, one each of four 
sizes: No. 6, No. 4, No. 2 and No. 0 
Ideal Thread Lugs will be sent for 25c. 
The regular price is 53c. (Send either 
stamps, coin or a check.) 

Ideal Commutator Dresser Co., 

1041 Park Avenue, 


Sycamore Ill. 











| months 











HEADS OSHKOSH ASSOCIATION:—A few 


ago the Oshkosh Electrical 
Contractors and Dealers Association 
was organized and for president the 
group chose R. E. McLees of the Meter 
Electrical Construction Co., who has 


been identified with the electrical busi- | 
ness in Oshkosh, Wis., for a long time. | 


The association has 12 members and 
recently in conjunction with the power 
company it sponsored a_ refixturing 


campaign to stimulate business for the | 


electrical contractor-dealers in town. 








Williams in the conclusion of his 
talk as follows: 


1. The electrical contractor of 1932 
must accept present conditions and 
obstacles as normal, and must build 
on that basis. 

2. The electrical contractor of 193Z must 
not hesitate to adopt new methods 

“and look for new fields. He must 
eliminate dead wood and _ weak 
methods. 

3. The electrical contractor of 1932 must 
do some real thinking—have a plan 
and work this plan. He can no 
longer depend on 1928-29 methods to 
find a solution for the red ink fig- 
ures of today. The day of selling by 
inspiration is past. Business must 
have a plan, and above all the elec- 
trical contractor must not become 
panicky and not become a buyer in- 
stead of a seller. Then and then 
ty will come the dawn of a new 
day. 


OHIO CONTRACTORS WILL CON- | 


VENE IN DAYTON IN JUNE 


The annual convention sessions of 


the Ohio Electrical Contractors As- | 


sociation will be held June 23, 24 
and 25 at the Gibbons Hotel, Day- 


| ton, Ohio. 


| meeting called to order by Clarence | 





| that day, minutes of preceding meet- 


A dinner and meeting of the board 
of trustees will be held the first day, 
June 23. On Friday, June 24, a 
joint session will be held, and the 


Carey, president of the Dayton Chap- 
ter. At the business session also held 











QUALITY 


WIRE 





' 


SHIELD BRAND 


WEATHERPROOF 
WIRES AND CABLES 








| 
Tue experts of Purdue 
| University have declared the 
Wire to be only seven years. 
SHIELD BRAND in many 
well authenticated cases 
attested by central station 
_ operators has remained on the 
lines for more than three times 
this period when taken down 
| was still in good condition. 


‘It pays to use SHIELD 
BRAND. 





MANUFACTURED BY 


The ANSONIA 


Electrical 
Company 


Ansonia, Conn. 





ANNUNCIATORS - BELLS - BUZZERS 
PUSH BUTTONS - WIRE 
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The Colt-Noark line of Industrial and Meter Service Switches 
completely covers the Safety Switch requirements of factory, 


office building, apartment house, and dwelling. 


In every building one or more switches are required and, what- 
ever the application, a suitable Colt-Noark Switch is available. 


Furthermore, Colt-Noark Safety Switches give blanketed assurance 
of satisfactory performance. 


Catalog “G” and an interesting booklet, “The Rampant Colt,” 
mailed on request. 


COLT’S PATENT FIRE ARMS MFG. CO. 


PIONEERS OF PROTECTION SINCE 1836 


ELECTRICAL DIVISION © HARTFORD, CONN.., U. S. A, 


BOSTON CHICAGO NEW YORK PHILADELPHIA SAN FRANCISCO 
S-1 32 
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IT’S HERE! 


The Compact Line of 
Ralco Explosion Resisting 
Gasoline Pump Junction 

Boxes and Fittings! 




































































RALCO 
WILL MAKE 


PROFITS 
FOR YOU! 


You can get the gaso- 
line dispensing pump 
business with Ralco 
Fittings. No big stocks 
to carry. Our XFU Fit- 
ting has ten %” open- 
ings; XPG five aad 
openings and XP3 has 
tive 4%” or %” open- 
ings—as specified, These 
will take care of any 
of your requirements. 
Unions, elbow unions, 
swivel unions, union re- 
ducers and plugs avail- 
able for these Ralco 
Boxes, 


XPG 


XP3 


None So Compact as 
Ralco 


The Ralco Line has always been 
known for compactness. The Ex- 
plosion Resisting Junction Box line 
is an outstanding development 
that cuts your costs and gives 
profit to you. 


Bulletin 120 Gives Complete 
Data on the Line 


You need Bulletin 120 giving full descrip- 
tion of this complete line. Send for it. 


RALCO MFG. COMPANY 
125 N. Albany Ave. « « Chicago, Ill. 


MAIL THIS COUPON TODAY 


RALCO MFG. CO., 
125 No, Albany Ave., 
Chicago, Til. 
Please send me Bulletin 120 showing how 
compact you have made the Ralco Line. 


eee eee eee ee ee eee eee Pee eee ee Te Te eT ee 


ing, report from board of trustees 
and reports of committees will be 
read. The activities of local chapters 
will also be discussed by C. F. 
Hammer, executive manager of the 
Toledo Electrical Contractors Asso- 
ciation. 

Among the speakers scheduled to} 
appear at this convention are A. Penn | 
Denton, engineer director, N.E.M.A., 
W. E. Conley of the National Lamp 
Works, and a representative of the 
Frigidaire Corporation, who will talk 
on air conditioning. 


TO DISCUSS MARKETS AT CAMP 
CO-OPERATION XIil 

One of the outstanding features of 
the program of Camp Co-operation 
XII this year is the residential mar- 
ket and more than half of the time 
of the conference will be devoted to 
a discussion of new and improved 
methods of wiring, lighting and ap- 
pliance sales to present homes. The 
topic will revolve principally around 
the theme of complete electrification 
of the old home. 

Other topics are industrial and 
commercial markets, which will in- 
clude such subjects improved 
lighting, motorization and air condi- 
tioning. 


as 








ACTIVE IN INDUSTRY AND COMMUNITY: 


—George C. Foss of Sacramento, Calif., 


is chairman of the Sacramento City 
Electrical Examination Board; member 
of the executive board of the California 
Electragists, Northern chapter; member 
of the Conference Board of the local 
Contractors and Dealers Association; 
junior past president of the Exchange 
Club; member of the board of control 
of the Community Chest, and president 
of the Mt. Ralston Fish Planting Club. 
The rest of his energies are expended 
in being a first class electrical con- 





tractor and engineer in a fine new 
building located somewhat outside of | 
the congested area of the city. He re-| 
cently secured the Sacramento municipal 





filtration plant job, where the electrical | 
work will run to about $15,000. 












Ohis New 









Will book 


you new 
business 


ON TAPE 


SEND for this leaflet, which 
gives briefly the new points 
which in so short a time have 
made "Panther" and "Drag- 
on" the outstanding names 
among commercial tapes. 
The quality which is a matter 
of course in any product 
backed by Okonite—the cel- 
lophane wrapping (a new 
idea in tapes) which keeps 
them always fresh—the Han- 
dy Package, containing 10 
cellophane-wrapped No. 8's 
—the individual boxes and 
display cartons for the coun- 
ter—the fact that Panther 
and Dragon tapes are mar- 
keted through the wholesale 
trade exclusively—these all 
are items of “book knowl- 
edge" which will help you 
book new friction and rub- 
ber tape business. Be sure 
to look them over. 


Hazard Insulated Wire Works 
Division of 

The Okonite Company 

Passaic, N. J. 





ane ae 
THE OKONITE COMPANY 
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ORANGEBURG FIBRE CONDUIT 


TIME-TESTED IN 39 YEARS’ SERVICE 


“First Choice of 
Leaders for 


























A twelve-duct Orangeburg Conduit 
installation of the Knoxville Power 
& Light Company, Knoxville, Tenn. 


39 years... 


only “Orangeburg” can say this 


HERE are good reasons why many 

of the largest public utility com- 
panies, railroads, municipalities and 
other industries have standardized on 
Orangeburg Fibre Conduit for more 
than a generation. 


All-around ability to provide adequate, 
low-cost cable protection is one reason 
for its use by those companies who have 
made the greatest strides in applying 
electric circuits underground. 
Millions of feet of Orangeburg 
Fibre Conduit are used year 
after year:—Because Orange- 
burg is easy to handle and 
rapidly installed ... because 


The Fibre Conduit Co. 





SOLE SELLING AGENT 


ORANGEBURG, N. Y. 











* 


Orangeburg installation by Brooklyn 
Edison Company. This large public 
utility company uses many millions of 
feet of Orangeburg Fibre Conduit yearly. 





Two runs of Orangeburg Fibre Conduit 
on Klingle Bridge, Washington, D. C. — 
installation by the Potomac Electric 
Power Company. 


Orangeburg adaptability to complex 
formations is shown in this installation 
by the Montana Power Company, Butte, 
Montana, : 


you can load a mile of Orangeburg on 
a five-ton truck . . . because its conven- 
ient 5- and 8-foot lengths provide the 
most economical and practical laying 
size. 

Every section of Orangeburg Fibre Con- 
duit is consistently uniform in length, 
bore, wall thickness and machining of 
joints. Year after year its high quality 
never varies. . 

But, perhaps the best reason 
why Orangeburg is “standard” 
is because no one has ever 
needed this superior conduit 
in a hurry and been disap- 
pointed. 39 years is a long 
time to keep up a record like 
this. 





Johns -Manville 292 MADISON AVE., NEW YORK CITY 
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Sell the coolness 
of the 
great outdoors 
to indoor workers 





&” to 16” Desk 
and Bracket 
ans 


M ANY workers swelter in offices, 
stores and shops, despite the fact that 
quick relief is obtainable through the 
installation of one or more electric 
fans. 

Diehl provides a fan line that will 
meet their every need —desk and 
bracket fans, reversible ceiling fans 
and exhaust and ventilating fans—all 
the product of Diehl’s fifty years fan 
manufacturing experience. 

Check the ventilating needs in your 
immediate vicinity— you will find 
many excellent prospects for profitable 


fan sales. 
DIEHL MFG. COMPANY 


Electrical Division of 
THE SINGER MFG. COMPANY 
Bizabethport, N. J. 


a Columbus 


Atlanta 
New Y Philadelphia St. Le 





Exhaust , 4 | eames 


9” Y- "48" 


DIEHL 





FINDS A NEW WAY TO DRAW TRADE: 
Jacob Gerhardt, Gerhardt Electric Co, 
Lakewood, Ohio, a Cleveland suburb, 
has had 24 years of wiring experience, 
and has been in business for himself 
for 12 years. Some time ago he sought 
a way to bring more people into his 
place, finally deciding that a postal sub- 
station would turn the trick. He se- 
cured the appointment and the results 
have been quite satisfactory, a check 
showing that the station brings in from 
25 to 100 persons each day. Many in- 
quire voluntarily about wiring and mer- 
chandise and others are diplomatically 
approached regarding their electrical 
problems. 


CHEAP WIRING IS FALSE 
ECONOMY 

The false economy of cheap wir- 
ing was emphasized by a number of 
speakers at the seventh Colorado All- 
Industry meeting held on April 27 
under the auspices of the Electrical 
League of Colorado. 


W. A. J. Guscott, Denver electrical 
contractor, maintained that wiremen 
should also be salesmen operating 
principally for the benefit of custom- 
ers, and incidentally to procure more 
high-class business for their firms. 
Mr. Guscott denounced the “cheap 
wiring job” as a fire hazard, pointing 
out that false economy on such in- 
stallations was expensive to commun- 
ity, customer and contractor. 

L. A. Vosmer of the Queen City 
Electric Co., and L. A. Barley, chair- 
man Rocky Mountain Division Chap- 
ter, I.A.E.I., both spoke on careless 
or cheap wiring, and quoted statistics 
to prove adequate wiring the best in- 
surance against fire losses. 

Other speakers were Sam Sher- 
man, Denver; J. J. Hannemann, Na- 
tional Lamp Works; 


George E. Lewis of N.E.L.A. 





G. B. Buck of | 


Public Service Co. of Colorado; and | 






ANY CONTRACT IS 
GOOD CONTRACT TODAY 
Let These Books Help You 


Get What Business 
There Is to Get 





Terrell Croft's 


AMERICAN 
ELECTRICIANS’ 
LIBRARY 


(6 volumes—over 2,000 pager—fully illustrated ) 


You must be prepared to tackle any job that comes 
along if you expect to make money these days. This 
famous Library will make it possible for you to do 
so. Read about it, our Free book offer and the easy 
terms under which you can get these helpful books. 


Six well-bound, handy volumes make up this Library. 

are: 1. Conduit Wiring. 2. Alternating Current 
Winding. 3. Electrical Machinery and Con- 
trol Diagrams. 4. Lighting Circuits and Switches. 
5. Cireult Troubles and Testing. 6. Electrical Ma- 
chinery Erection. 


DIAGRAMS 
There are more than 1,000 clear, easy-to-follow wir- 
ing diagrams The wiring instructions 


in these books. 
in the language of practical electricians. 


GENERAL 


These books give you the actual “‘how’’ and ‘‘why’ 
of every job you = be callled upon to meee . aie 
repair w type. The methods these books 
give you are the quickest and surest methods—with 
Croft behind you you can handle new jobs perfectly. 
Remember, the man who is getting business and hold- 
ing his own today is the man who knows more about 
the job than the next one. Here is your chance. 


FREE BOOK 


To encourage you to send your order for this Library 
NOW, we will give you, absolutely free of charge, a 
copy of Kuehn’s Mathematics for Electricians upon re- 
ceipt of your first small payment for the Library. 


FREE EXAMINATION 


absolutely free of 
sending the attached coupon, 
properly wy = to us now. Don’t waste any more 
time. Do 


FREE EXAMINATION COUPON 


McGraw-Hill Book Co., Ine., 
330 W. 42nd St., New York, N. Y. 


Gentlemen: Send me for ten days’ See examina- 
tion, all charges prepaid, the AMERICA ELECTRI- 
CIANS’ LIBRARY, volumes. If I find the — 
satisfactory, I will send you $1.50 in ten days, and 
$2.00 a month until the Special Price of $17.50 has 
been paid. If they are not what I want I will retura 
them. Upon receipt of my first payment you agree to 
one me a free copy of Kuehn’s Mathematics for Elec- 

clans. 


are given 


You may examine these books, 
charge, for ten days by 
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FTER ALL, it isn’t a trade-mark that drives your ma- 
chinery—it isn’t the trade-mark upon which you rely for 


unfailing power in your plant. 


It’s the motor! The famous 


Fairbanks-Morse trade-mark is the symbol of quality which a 
pioneer manufacturer of motors puts on his motors. But in 
all fairness to yourself—do not regard it or any other trade- 
mark as anything more than a symbol. After you have investi- 
gated, weighed construction advantages and performance 
records, then, and then only can you buy according to trade- 


mark. 


These are times of changing methods. The best value of yester- 
day may not be today’s. Old buying habits and impressions of 
motor values may not be accurate now. 


Use Flex-Mor for troublesome short- 
center drives. Replace long-center drives 
and conserve space while reducing trans- 
mission losses. Flex-Mor is durable; the 
silent, elastic drive reduces bearing 
Pressures and requires no dressing or 
lubricant; unaffected by dust, dirt, mois- 
ture or atmospheric conditions. 




















So we invite you to look 
beyond the trade-mark and 
submit a Fairbanks-Morse 
Motor to the most exacting 
investigation you can make. 
In the column at the right 
are shown a few of the new 
unusual methods which are 
employed to make Fair- 
banks-Morse Type Q Motors 
give longer trouble-free 
service. The complete story 
of this extra value will be 
sent on request. 


FAIRBANKS, MORSE & CO. 
£00 S. Wabash Ave. Chicago, Ill. 


32 branches at your service throughout the United States 


FAIRBANKS-MORSE 
MOTORS 














we 





Sealed-in leads. Through an opening in the frame— 
and there anchored permanently with a special seal- 
ing compound. The roughest kind of handling dur- 
ing installation or afterward cannot put strain on 
the stator winding connections. 











———— 


Special cuff insulation. Empire cloth inside of two 
special pre-formed fibrous sheets is inserted in the 
stator core slots. An ingenious method of folding 
makes a self-locking cuff and gives permanent pro- 
tection from slippage and added protection to the 
windings. 





Group wound coils. A phase group winding from 
one piece of wire—reduces end connections and 
eliminates a source of mechanical failure. Lead 
connections from these phase windings are welded, 
not soldered or brazed. An innovation in winding 
» epee that keeps motors out of the repair 
shop. 





Every motor is given a — vibrometer test 

to make sure of proper running balance. Eliminate 

vibration and you reduce to a minimum the wear 

on bearings. Sealed-ball bearings and smooth run- 

ning insure trouble-free service from F-M Motors 
© severest operating conditions. 
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ASK US... 


. . . about the effective plan we have 
developed to help you clinch the profitable Electric 
Vlant business in the following fields: 

EMERGENCY LIGHTING 
for hospitals, theaters, schools, etc. 
CONSTRUCTION CONTRACTORS 
Camps, mines, construction projects, ete, 
PLEASURE YACHTS 
FARMS 
FILLING STATIONS 
CIRCUSES, CARNIVALS, DANCE 
PAVILIONS 
SUMMER CAMPS, RESORTS, COTTAGES 
RAILROADS 
RADIO SOUND TRUCKS 


Go after this business! With the proven de- 
pendability of UNIVERSAL—you can guarantee 
100% satisfactory service. With the specialized 
background we have established in this teld—we 
can provide you with expert technical data to 
clinch the sale for any type of industrial, com- 
mercial or marine installation. The Universal 
Line ranges from to 35 K.W.—AC and DC— 
32, 110 or 220 volts. 


UNIVERSAL MOTOR CO. 
310 Universal Drive 
Oshkesh, Wis. 


We have an 
unusually at- 
tractive propo- 
sition to put up 
to you. Write 
for full partic- 


ulars. 



















PROFITS for 


CONTRACTORS 


INSTALLING 
THE 


HomE - FinD -R 


The modern illumi- 
nated House Number 
and Luminous Bell 
Button. 

Every home is a pros- 
pect and every sale 
means a GOOD 
PROFIT for you. 
Retails for $4.95 
ready to install. Ab- 
solutely Weather, 
Water and Rust proof. 
Comes in three plated 
finishes. Antique 
Bronze, Old Brass and 
Swedish Iron. Ac- 
commodates one to 
five numerals, Send 
for details and your 
price. 











HOME ELECTRICAL SPECIALTIES CO. 

307 ARCADE ANNEX 

CLEVELAND, OHIO 

Please send me complete details and prices 
en the HomE-Find-R. 


TREE E REPRE EEE) 
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A 
ROL 

O’ 
TAPE 


ELECTRICAL FLASHES 
GATHERED AMONG THE 
BIG WIRE AND PIPE MEN 


BY 


ELECTRICAL CONTRACTING'S 
FIELD EDITORS 


A JACKSONVILLE, FLA., contrac- 

tor when calling on a small repair 
job always makes a special effort to do 
more than one small job—for two rea- 
sons. First is additional volume. Sec- 
ondly, a bill of $3.50 for repairing pantry 
light looks bad. But a bill of $4.00 for 
repairing pantry light, adjusting radio, 
inspecting door bell, etc., looks like 
much more for the money, and it takes 
very little additional time to do these 
small things. 





E. Hardwick, Skeneateles, N. Y., is 

+ beating the depression through spe- 
cializing in fixture sales. He has re- 
cently circularized his customers with 
an offer to entirely refixture a home 
with one or two popular styles of fix- 
tures. This contractor is educating his 
customers to the idea that to install 
only a few fixtures is not real econ- 
omy. Sooner or later other rooms will 
need refixturing and difficulty will be 
experienced in trying to match fixtures. 





T O get around the argument of price, 
and what seems to be the high cost 
of an installation in the customer’s 
mind, Marion B. Share, electrical con- 
tractor of Columbus, Ohio, talks a 
standard and complete installation he 
will put in using the materials made 
by well-known manufacturers. He talks 
the installation of materials nationally 
known which inspire confidence in the 
mind of his customer and makes him 
feel that he is getting his money’s 
worth. 





ARL PEAK of Marshalltown, Iowa, 

is another contractor who believes 
in taking an active part in local affairs. 
This year he is serving as chairman of 
the Marshalltown Chamber of Com- 
merce. 





TLANTA, GA., is about the only 

large city in the U. S. where the 
electrical inspector is elected by popu- 
lar vote. 





the new 
Paragon Time Switch 


An outstanding development in the field 



















of modern clock engineering. Complete 
in every detail for effectively guia 
ing all known time switch operations. 
Neat, compact, and sturdy in design 
as yma ae 

w price due to simplici 
and — methods of ome 

oan Botan th 

guaranteed. Write for full _ 
information and liberal 
dealers’ discounts. We 
have the answer te 
all your key-wound 
and electrically. 
wound time 
switch prob. 
lems. 





PARAGON 
ELECTRIC 
COMPANY 


37 West Van Buren Street, Chicago 














PAINE 


Spring Toggle Bolts 


FOR FASTENING ANY 

OBJECT TO A HOLLOW 

WALL, FLOOR OR 
CEILING 





Operates instantly in any pusition 
in any hollow material 


MADE IN 7 SIZE BOLTS 


Standard for 13 years with elec- 
trical trade from coast to coast 


The Paine Company 


2945 Carroll Avenue - Chicago, Il. 
79 Barclay Street - New York City 
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F C. HARPER of Sanford, Fla., re- 
* minded me that there are fewer 
contractors in business now and many 
of them have been sold on the depres- 

sion to the extent that they hesitate to F R I N K I L L U M I N A T I O N 
ask for extras on a job. With every- 
one trying.to make old appliances and 
wiring last a while longer there is a 
fine big market in the offing—or near at 
hand, for the contractor who can sell. 





ALTER Strickley of MacGregor 

Electric Service Co., South Bend, 
Ind. told me that a recent kidnapping 
of a prominent man in South Bend re- 
sulted in calls from people with a re- 
quest to come out and install additional 
lighting in and around their garages 
and dark places in the approach, and 
behind their homes. Altogether about 
twelve jobs resulted, all unsolicited. 
Why wait for a kidnapping to help you 
get garage and outdoor lighting jobs? 





R N. Davis, Cazenova, N. Y. is keep- 
‘ing busy because of reinspections 
of condemned wiring. In securing more 
business Davis continually promotes the 
thought that a complete rewiring job 
is the only guarantee of satisfaction 
for an old obsolete system. 





OUIS D. RUBIN, Charleston, S. C., 

took a business trip to New York. 
While there he saw a large ten cent 
store with an unusually fine lighting 
arrangement. “Now that,” he said to 
himself, “is just what this chain store 
should have in their Charleston store.” 
Then he thought out loud to the man- 
agement of these stores—and he got 
the rewiring job. 








ILSCHER-CLARKE, Canton, Ohio, 


* 
has a way of meeting competition 
of curbstone contractors with offices in 
their hats by explaining that a good 
job cuts down voltage trouble. This 


company always explains to its cus- 
tomers that it will take a 25 percent 
larger lamp to produce the same light 
through undersize wire, and the cus- 

tomer realizes that it is best to have AT N I ds ee T 
his work done by a competent contrac- 
tor, and one who will plan adequate 


wiring. An unretouched photograph taken at night: 
, 
YEAR ago the Simon Electric Co., St. Theresa’s Church, Providence, R. I. Ambrose 


Buffalo, N. Y., did a remodeling J. Murphy, Architect. 
job for Dinty Moore’s Restaurant. The 


roprietor was experiencing hot compe- ° . 
mies from the restaurant next door so Notice daylight effects obtained by Frink 
he determined to have his place bigger illumination. 
and better. Mr. Simon _ persuaded 
“Dinty” that the brightest place would 
draw the most trade and permission 
was given to do the job right. When 
the remodeling was completed, with TH E FRI N K C O RPO R ATI O N 

lenty of fans, lights, floodlights, etc., . 
me electric bills ran $60 a month more 23-10 Bridge Plaza South 
than previously. But as “Dinty” him- Long Island City, N. Y. 
self told me, “I didn’t mind that be- 
cause the day's receipts were increased 


by $75 to $80 a day.” 
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MINERALLAC 


PRODUCTS 


oF J 


1 
HANCERS FOR CABLES & CONDUITS 


Easily the best for quick, low-cost 
installation work. Send for full details 
and costs. 














4 Hanger without Por- 

celain Bushing. 

Spring steel; stronger, 

quicker, more compact- 

ly arranged. 

pear attached to 
steel beam with bolt 

and nut. 

3 Jiffy Clip—aquicker, 
neater work at less 

cost. 


| "\eary Joint or Pot- 
head 
grades for every sys- 


tem, underground or 


overhead. 





_S= 

Fem |; 

=f 
4. . 


MINERALLAC ELECTRIC CO. 
25 North Peoria Street, Chicago, ill. 














TROUBLE - FREE 
TRANSFORMER 














Primary for 
110 volts 50-60 
eyele A.C. 
secondary 
for 8 volts. 


Assure dependable service by in- 
stalling a Liberty Transformer. 
Approved by National Board of 
Fire Underwriters and fully 
guaranteed. 

There is a Liberty Transformer, 
bell or buzzer for almost every 
requirement. 


IBERTY 
INE 


CLIP AND MAIL NOW 


THE LIBERTY BELL MFG. CO. 
Minerva, Ohio 

Gentlemen: Kindly send me bulletins and price lists of 
your complete line of 
Bells and Buzzers. 
Transformer. 


Also your new Trouble Free 





Bell and Buzzer combination, | 








PRACTICAL 
METHODS 


TRUCK PLATFORM WITH 
DRAWERS 
J. E. Kelley is an electrical and 
plumbing contractor in Fall City, 
Wash. He has designed a body for 








his truck which possesses some good 
features. 


The body is in reality a 





Special Truck Platform Showing 
Drawers Pulled Out 





raised platform mounted on the chas- 
sis and wide enough so that conduit 
and other lengthy materials can be 
laid on top and project out in front 
beside the cab, as well as to the rear. 
The platform is a good place to work 


the vise for cutting pipe, etc. 
But the main feature is a series of 


one in the rear. 


as well as small parts and fittings. 


things over. 
Stringers 2% 
mounted on the chassis. 





of the platform is 6 feet 6 inches. 
} —— 


13 SAFETY RULES 


on as well as carry materials, holding 


five drawers—two on each side and 
These drawers carry 
all his plumbing and electrical tools 


There are sufficient drawers so that 
all the main groups of tools and sup- 
plies can be kept separate, saving a 
lot of time usually wasted in pawing 


by 6 inches are 
The cross 
sills are 2% by 4 inches. Under the 
| ends of the cross sills are short pieces 
of 2% inch lumber to give more 
depth for the drawers, which latter 
are 7 inches deep. The over-all width 


Thirteen safety rules for the in- 
struction of workmen on construction 
| work have been developed by the 
New York Building Trades Employ- 














If 


Buy from your local jobber 
FREE Sample on request 


THE RATTAN MFG. CO., 


General Sales Agents 
HATHEWAY & CO., 225 Varick St., New York City 


dhe MARR 


Only insulated 
wire connector 
with brass bind- 
ing screw con- 
tact. 





Approved by Underwriters 


NEW HAVEN 
CONN. 














MARTIN 





—small stand 
Zin. 3 with 
hinged wi 2 
“eet. 
stand 
4in oon 
hinged vise 4 
in. capacity. 


H. P. MARTIN & SONS 
Owensboro, Ky. 


Do w 
make- 


(RTIN 


Portable 
Vise Stand 


and 
Pipe Bender 


with that 
ft bench 
arr the 
you 

















Subscribers 


You can’t afford 
to miss a single 


Give us your 

new address if 

you have 
moved. 


a 


issue. 


of 
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ers’ Association accident prevention 
committee. They are as follows: 


1. Never ride on a material hoist. 

2. When loading or unloading, keep 
off the platform, if possible. 

3. Never stick your head into a hoist 
shaftway to locate the car. A hoist 
is dropped too fast to dodge it. 
Learn to look for the cables to see 
if it is operating. 

4. Never leave anything projecting 
into the shaftway. If working in 
an adjoining shaftway do not stick 
your arms or feet into a shaftway 
where hoist is being operated. 

5. Never throw anything down a shaft- 
way. 

6. Do not pile material or place tools 
near the edge of a shaftway where 
they may fall on men below. 

7. Never climb the barricade. Use a 
ladder. 

8. Never remove a guardrail without 
authorization—then be sure to re- 
place it. 

9. Keep away from hoisting engines 
and cables. 






~ 
we 


STRONG SMOOTH 


WELD 


Fretz-Moon Conduit is welded to last. 
The exclusive process and accurate con- 
trol under which it is made produces’ 
rigid conduit second to none—conduit 
that will resist rough handling and 
severe service. 


To make doubly sure that every length 
is without blemish, however, it is given 
severe tests ... and the average of tests 
shows that the Fretz-Moon product will 
expand about 75 per cent more than or- 
dinary conduit before failure. 

Fretz-Moon Conduit is available in 
three finishes—ENAMELITE, black 
enameled; ELECTRO GALVITE, electro 
galvanized; HOT DIPPED GALVITE, 
hot galvanized—the best rigid conduit 
that money can buy. 











10. Never run, scuffle or practice horse- 
play near a shaftway. 

11. Pay attention to danger signs. 

12. Never give signals to the engineer 
until you are familiar with the work, 
and then only when you are au- 
thorized. 

13. Report unsafe condition to the 
foreman at once. 


FRETZ-MOON TUBE CO., Inc. © Butler, Penna, 


TRETZ-MOON 


R/IC/D CONDUIT 


HIE 





LOCATES MOTORS EASILY 
The Sterns Electric Equipment 
Company, Buffalo, find it easy to 
locate any particular motor from 
their loan stock. All motors on the 
south side of the I beam ceiling sup- 

















Loan Motors Filed for Quick Finding 





ports are d.c. Those on the north 
side, a.c. East, center, and west sec- 
tions are also marked off by the I 
beams. 

A file is kept of all loan motors and 
the card indicates the location. For 
example, motor 4099 seen in the fore- 
ground would be listed in the files as 
north-east, because it is in the north 
half of the room, east section. 

The ten ton crane eliminates all 
manual labor in connection with plac- 
ing these motors in stock. 


Cas 


[KNG xX [KNOX 


r 
» 
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>> KNOX |! 
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[KNOX] 
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Greater 


} 
| 
| 
} 
| 


Profits 


Can Be Made With | 


GREENLEE 
TOOLS 





me 
> 


Hydraulic Conduit Benders 


Greenlee Hydraulic Conduit Benders increase 
profits because they bend conduit quicker and 
easier than by other methods. In addition, 
they make smooth, even bends, eliminating 
many fittings and making it easy to _pull in 
wire and cable. They are easy to take to the 
job, too, because they are portable. 


Knockout Tools 


Greenlee Knockout 
Punches and Cutters 
make it easy to enlarge 
holes in switch boxes, 
cabinets, etc. They form 
clean-cut holes quickly 
and accurately, without 
any reaming or filing. 





Other Tools 


Hydraulic Pipe Pushers 
Joist Borers Bit Extensions 
Electrician Bits 


Let Us Send Complete information 


GREENLEE TOOL CO. 
ROCKFORD ILLINOIS 


GREENLEE TOOL CO., 
ROCKFORD, ILLINOIS 


Please send complete information on 
the following: 
0 Conduit Benders 
C) Knockout Tools 








MANE 





JURERS 


A DEPARTMENT FOR THE ANNOUNCEMENT OF ACTIVITIES 

OF MANUFACTURERS THAT ARE OF INTEREST TO CON- 

TRACTORS, SUCH AS CHANGES IN EXECUTIVE PERSONNEL, 
BRANCH OFFICES, NEW PRODUCTS, ETC. 





WAKEFIELD PLANS EXPANSION 
PROGRAM 

Due to the need for greater flexi- 
bility and speed in manufacture, and 
the fact that the first three months 
of 1932 were the best quarter’s busi- 
ness in the last five years, the direc- 
tors of the F. W. Wakefield Brass 
Co., Vermilion, Ohio, have author- 
ized an addition to its plant, opera- 
tions to begin immediately. The new 
wing will add 20 per cent to the floor 
space at present available for manu- 
facturing, with new equipment capa- 
ble of increasing production to a 
somewhat greater percentage. 





GENERAL CABLE TO MARKET ITS 
PRODUCTS UNDER OWN NAME 


Announcement has been made in 
General Cable Corporation’s latest 
bulletin entitled “General Cable 
Building Wires and Cables” that ef- 
fective June 1, the General Cable 
Corp. will abandon the marketing of 
the products of its component divi- 
sion companies under the individual 
trade names, and will market all of 
these wires and cables under one 
name and symbol: General Cable. 

General Cable Corporation com- 
prises companies formerly operated 
as: A-A Wire Company; American 
Insulated Wire & Cable Company ; 
Atlantic Insulated Wire & Cable 
Company; Baltimore Rolling Mills; 
Detroit Insulated Wire Company; 
Dudlo Manufacturing Company; 
Peerless Insulated Wire Company; 
Phillips Wire Company ; Rome Elec- 
trical Company; Rome Wire Com- 
pany ; Safety Cable Company ; Stand- 
ard Underground Cable Company 
and Southern States Cable Company. 

These companies produced recog- 








nized quality brands of building 





wires and cables under the following 
trade names: Code, A-A; Detroit; 
Dolphin; Parac; Rome; Sterling. 
Intermediate, A-A Red; Tip Top 
and Triton. Thirty percent, A-A, 
Detroit; Neptune; Rome and 
Standard. 





PARANITE TAKES OVER INDIANA 
ASSETS 

The Paranite Wire and Cable 
Company has been formed as a divi- 
sion of the Essex Wire Corporation 
to continnue the business of the In- 
diana Insulated Wire and Rubber 
Company. The offices of the new 
company and factory will continue 
to be at Jonesboro, Ind. A. E. Hol- 
ton is president and J. G. Searls is 
vice-president and general manager. 

In addition to having charge of the 
management and sales of the new 
company, Mr. Searls will also handle 
the sales of the New York Insulated 
Wire Co. at Wallingford, Conn., an- 
other division of the Essex Wire Co. 

Frank R. Dolan will be the Chi- 
cago manager, and P. A. Seiberling, 
factory superintendent. Stocks will 
be carried at Walter I. Ferguson & 
Co., Kansas City, Mo., H. F. Board- 
man, Inc., Los Angeles, and Popkin 
Bros., Detroit. 





TRITLE ELECTED VICE PRESIDENT 

OF WESTINGHOUSE SUPPLY 

J. S. Tritle, vice-president and 
general manager of Westinghouse 
Electric & Manufacturing Co., East 
Pittsburgh, Pa., has been elected 
vice-president in charge of opera- 
tions of the Westinghouse Electric 
Supply Co., wholesale distributor of 
Westinghouse products 
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New Electrical Products 


























Cutler-Hammer, Inc., Milwaukee, 
Wis., announces a combination me- 
ter switch with provisions for range 
and lighting circuits of the sealable 
main fuse type, arranged for new 
meter sequence connections. Meter 
is connected ahead of switch and 
fuses, and service switch and main 
fuses are in a separate sealable 
compartment at top. Lower com- 
partment contains lighting circuit 
fuse panel and safety type range 
fuse pull-out. Range fuse clips are 
mounted on a removable, dead- 
front insulating block. Range fuse 
pull-out block has heavy, 60 amp. 
contact area, knife blades for con- 
necting it in circuit. Lighting cir- 
cuit fuse panel has provisions to 
take 4 plug type fuses. End walls 
and shutters for all standard watt- 
hour meters are available. 





The Rattan Mfg. Co, New 
Haven, Conn., announces fitting 
No. 1550 for armored service en- 
trance cable. One of the features of 
this fitting is the construction of 
the shim, against which the set 
screw presses, which comes in con- 
tact with the metal armor of the 
cable making a perfect ground. The 
tubular shank of fitting is large 
enough to slip over the outside cov- 
ering of the armor making it water- 
proof. Unit is equipped with a 
bracket on the back for attaching 
the fitting to the side of the build- 
ing, either wood, stone or brick. 














Stanley Electric Tool Co., New 
Britain, Conn., has added to its 
small electric screw driver two 
larger sizes, type No. 31 for driving 
screws as large as No. 12-2 in. in 
hardwood with proper size lead 
holes, and type No. 32 for driving 
screws up to No. 16-3-% in. in 
hardwood and lag screws up to %¢ 
in. x 4 in. with proper size lead 
holes. Type No. 31 is 14% in. over- 
all, weighs 8 lbs. and has a full 
load speed of 235 r.p.m. Type No. 
32 is 153% in. long, weighs 9 Ibs. 
and has a full load speed of 275 
rp.m. The screw drivers have 
aluminum alloy housings; straight 
line design and compactness; nickel 
steel gears; automatic release safety 
switch with locking device; clutch 
guard cover, and both types can be 
had for 110, 150, 220 or 250 volts. 
Two bits with centering sleeves and 
12% ft. heavy rubber covered cable 
are furnished as standard equip- 
ment. 


A built-in wall-ventilating fan, 
particularly suited for kitchen use, 
and with a new type of blade for re- 
ducing the noise in operation, has 
been announced by the Merchandise 
Department of the General Electric 
Co., Bridgeport, Conn. The great 
width, together with the shape and 
pitch of the blade, results in much 
quieter operation, it is claimed by 
manufacturers. Fan is controlled 
by a pendant chain which starts or 
stops fan with a single pull, and it 
has an outside shutter which opens 
automatically when unit is turned 
on, and closes automatically when 
turned off. Other features are pol- 
ished aluminum construction of 
blades; cadmium treatment of all 
interior parts; outside wall plate fin- 
ished in green enamel with weather- 
proof brush-finished stainless steel 
shutters. Inside wall plate is 
chrome plated. The fan is available 
for a.c. 110 volt, 60 cycle operation. 





A multiple wire-pulling reel has 
been placed on the market by 
Smith-Robinson Mfg. Co., 53 Fourth 
St., Portland, Ore. Shown above is 
a six-reel type but it can also be 
made for a greater or lesser number 
of reels. A non- turning shaft car- 
ries each gang of reels and drops 
into slots in upright members of 
frame. Each reel is provided with a 
collar hub turning on the main 
shaft, and provided with a thumb- 
screw brake. Each wire reel has 
an adjustable, expanding core to fit 
inside diameter of any wire coil. 
The device, even when loaded with 
full coils, is easily moved from place 
to place by tipping it back onto 
wheels and pushing it as a truck. 











Ct a 


Ideal Commutator Dresser Co., 
Sycamore Ill., has placed on the 
market ‘ “Excel” porcelain connect- 
ors, made in one piece of glazed 
electro-technical porcelain. Inside 
of connector has a tapered female 
thread formed in two sections. 
Lower section tightly grips wires 
and upper section grips insulation. 
Connectors fit all concealed stand- 
ard outlet boxes and fittings, and 
also all exposed boxes and fittings 
such as Wiremold. 











Frank Adam Electric Co., St. 
Louis, Mo., announces a_water- 
tight adjustable floor box of revers- 
ible cover, type FB-343-R, designed 
for use with a special receptacle, 
and type FB-3-W for use without 
receptacle. Box is of hot dip gal- 
vanized finish No. 12 gauge pressed 
steel, 414 in. diameter and 3 in. 
deep. It has 2% in. and 2% in. 
knockouts in opposite sides and 1% 
in. knockout in bottom. One inch 
conduit can be used by reaming 
smaller knockouts. Round rubber 
gasket, % in. diameter fits into gas- 
ket groove of box and holds steel 
adjusting ring in proper position. 
Unit has 3 in. diameter satin finish 
brass reversible cover plate tapped 
for 1% in. pipe for type FB-343-R 
box and similar cover tapped for % 
in. pipe supplied with type FB-3-W 
floor box. Type FB-343-R has 
Bakelite split bushing protecting 
wires leaving box and allowing re- 
moval of plug without removing 
cover. Cadmium plated finish, drawn 
steel adjusting ring allows for % 
in. variation in setting of box. 
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New Electrical Products 








Century Electric Co., St. Louis, 
Mo., is offering to the trade a line 
of capacitor motors in sizes from 
% to 10 h.p. for single or multi- 
speed operation with normal, high 
or low torque characteristics to 
meet the requirements of each appli- 
cation. Small sizes have capacitor 
box mounted on top of motor al- 
though boxes can be furnished for 
wall mounting as in larger sizes. 
Integral sizes have separate capaci- 
tor box furnished for either wall 
or floor mounting. 








Two new split-phase motors are 
announced by Wagner Electric 
Corp., 6413 Plymouth Ave., St. 
Louis, Mo., known as types 44-RB 
and 56-RB. Motors have dip-proof 
end-plates; liberal wool-yarn lubri- 
cation; conduit box adjustable in 
four positions, and redesigned 
switching mechanism on type 44RB. 
Motors are available in %o to % 
h.p., 1725 and 1140 r.p.m., all cycles. 








Auth Electrical Specialty Co., 
New York City, is manufacturing 
twinphones for use in the home, in 
business and on the farm. Units 
are made of heavy gauge steel, case 
finished in jade green and require 
only two dry cell batteries for oper- 
ation over distances of several hun- 
dred feet. It is claimed by manu- 
facturers that batteries will not run 
down if receiver is left off the hook 
on twinphones. 








A semi-indirect reflector unit for 
commercial service has been added 
by the F. W. Wakefield Brass Co., 
Vermilion, Ohio, to its What-a- 
Lite! line. This unit consists of 
two nested metal indirect reflectors 
12 in. in diameter suspended to- 
gether by bead chain from adapter 
socket, and having a 6 in. translu- 
cent disc at bottom transmitting 
direct amount of light. This unit 
will provide semi-indirect illumina- 
tion from drop cord, chain suspen- 
sion or ceiling outlet installation. 
Adapter socket is sheathed with 
intent to limit size of lamp to 
200 watts. 














Great Western Fuse Co., Chrys- 
ler Building, New York City, is 
manufacturing the Lamar indicator 
for cartridge fuses of all standard 
types. The indicator is protected 
by resistance so that no surge of 
current within limit marked on indi- 
cator will injure the lamp. As soon 
as the fuse is blown the indicator 
shows a light of reddish glow. The 
mechanism of indicator is of rugged 
construction and the lamp is housed 
so that it is not readily injured or 
destroyed. 











Edward M. Olson, 330 S. Jeffer- 


‘ son St., Chicago, has designed and 
‘built a steel welded cabinet large 


enough to take units out of a door 
without dismantling which is bolted 
to a platform. In order to discon- 
nect platform, it is necessary to un- 
lock the cabinet or remove the vise 


‘or other equipment. Unit is porta- 


ble, rigid and claimed to be theft- 
proof. Compartments in cabinet 
separate tools and materials. Cabi- 
net is 24x15x36 in., but can be built 
in any size. Ample room is afforded 
all tools and a quantity of wiring 
materials and compartments can 
be ordered arranged to suit particu- 
lar needs. 











Explosion resisting screw cover 
junction boxes with universal hubs, 
intended for gasoline pump and 
similar hazardous location wiring 
are a part of the complete line of 
explosion resisting conduit wiring 
fittings announced by The Pyle- 
National Company, Chicago. Type 
YT junction boxes with universal 
hubs (shown above) have heavy 
cast iron bodies with heavy inter- 
nally threaded overlapping brass 
covers. Conduit hubs are threaded 
externally to take % or % in. 
unions or blank caps. Top, right, 
left and back hubs are uniform on 
all boxes; bottom hubs are single, 
double, triple or quadruple, depend- 
ing on the requirements of indi- 
vidual installation. 
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(~ARMSTIGNG BROS. 


PIPE ere py 


new pipe tool developed by 
yA Bros. Tool Co—a 
portable base for pipe vises 
that goes to the . at- 
taches instantly and firmly 
to any round or square post, 
takes the usual sizes of 
hinged, chain and 
open side vises, 
has a pipe bender. 
This is just one 
of “The Better 
Pipe Tools,” the 

most complete line 
of pipe tools made. Each is 
an improved tool that can be 
distinguished by the Arm- 
and-Hammer Trade Mark. 
Write for Catalog P-10 which 
shows and describes theve 


tools. 
ARMSTRONG BROS. TOOL CO. 
“The Tool Holder People’ 
\ 341 N. Francisco Ave., Chicago, U.BA. 



















7 SIMPLEX= 


‘*A Twist of the wrest” 
America’s Foremost 
Porcelain Connector. 
Now made in U.S. A. 
Mfd. under U. S. A. 
Patents 1700985 and 
1513656. 

NEW LOW PRICES 

FOR TWO SIZES 


Your jobber has them. 
Weiss & Biheller, Inc. 


584 Broadway, New York, N. Y. 


Importers ‘‘Rock Brand’ Illuminating Glassware, 
Crystal Parts and Fixtures 





Medium 




















For Quick Accurate Hole Cutting 
. Adjustable 
Cutter 


Cuts perfect round 
holes from 4” to 6” 
in diameter quickly 
and easily in sheet 
metal iron or steel 
up to 4%” in thick- 
Bes Cutter ness. 

No manual pressure necessary, spring 
exerts the pressure. 

Ask for information on complete line. 


PAUL W. KOCH & CO. 
20 N. WACKER DRIVE CHICAGO 
Established 1915 





























—— 


“STANDARDIZE ON 
| STANDARD | 
TRANSFORMERS” 


ALL vrees 
Indoor and Outdoor Service 
i 
Send for 
Descriptive Bulletin 


STANDARD 


WARREN 


TRANSFORMER CO. | 









ED JAY RESIGNS AS LEAGUE 
MANAGER 

Ed Jay, who has been manager of 
the Metropolitan Electric League, 
Boston, Mass., has resigned to as- 
sume an active interest in the 
Thermal Engineering Co., 45 Brom- 
field St., Boston, of which company 
he is vice-president. This company 
specializes in industrial applications 
of heat, refrigeration, and the treat- 
ment of air. Mr. Jay is also treas- 
urer of Thermox Incorporated, a 
subsidiary company. 


NEW MANHATTAN DISTRICT 
REPRESENTATIVE 

The Reflector & Illuminating Co., 
Chicago, IIl., has appointed the Ster- 
ling Reflector Co., 350-356 W. 3lst 
St., New York City, with J. J. Mc- 
Parland, manager, Manhattan dis- 
trict agent. 





Wagner Electric Corporation, St. 
Louis, Mo., has issued a new 22-page 
bulletin, No. 174, on squirrel-cage 
motors, describing the seven types 
of squirrel-cage motors. This bul- 
letin contains application tables, 
speed-torque curves and complete 
construction details. It is in loose- 
leaf form to permit keeping it up- 
to-date at all times. 





Code Electric Products Corp., for- 
merly located at Philadelphia, Pa., 
has moved its factory to York, Pa. 





The Lincoln Electric Co., Cleve- 
land, Ohio, has just published a 
pamphlet entitled “The Motorizer” 
containing data on a.c. induction 
motors. This pamphlet, which will be 
published monthly, will be a source of 
reference for practical up-to-the- 
minute information on motors and 
controls. Questions relative to any 
phase of this subject will be answered 
in “The Motorizer” by a consulting 
engineer. 2 





Pittsburgh Reflector Company has 
moved its executive offices from 304 
Ross Street, Pittsburgh, Pa., to Oli- 
ver Building, Pittsburgh, Pa. 





The American Steel & Wire Co. 
has moved its Chicago warehouse 
from 403 West Lake St. to 2364 
South Ashland Ave. 








ONE SIZE 


SHERMAN 


Bakelite Fixture Connector 
Takes Any Needed Wire 


Combination 






NO TAPE 
NO SOLDER 


Patented 


USE THE SHERMAN— 
HERE’S WHY— 


- Provides perfect pigtail joint. 
. Joint made quicker. 

- Electrically safe. 
Mechanically strong. 

- Conventional size—one only. 
Order from your jobber. 


SVP wn 


H. B. SHERMAN MFG. CO. 
BATTLE CREEK, 


MICHIGAN 





EATRNA NN 


Assembled 

















THERE’S PROFIT TO BE MADE WITH 
K A T O acepc 


POWER & LIGHT PLANTS 


$99% 








and up 
according 
to size 


Live wire contractors can secure prof- 
itable business with Kato A. C. and 
C. Light & Power Plants. You 
can sell them to farmers, th 
hospitals and for sound truck 
Other places 
y sale are 
rts, dance pavilions, summer 
camps, carnivals, on yachts and to 
railroads, 
The smaller plants consist of a single 
cylinder 4 cycle air-cooled gasoline 
engine, connected direct to 110 volts, 
60 cycle A. C. or D. C, generator. 
Plants 2,000 watt» or larger equipped 
with 2 cylinder 4 cycle engines. 
Clip the coupon below and learn how 
you can make extra money selling 


public address systems. 
be EF you can find a 
at a 


Zotcoo &-z4 -~>z | 





the Kato A. C. and D. C. Power and 
Light Plant to prospects in your ter- 
ritory. 
—ss eee ewww eee ew ee ee we Be - 


nave Gnesmeenine co., 
Mankato, 


Gentlemen: 


Please send me your proposition and catalogs, 
Name 


eres eee CEC CORT OOOOCOCCOCCCC Ole T errr TY 
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CONTRACTING 

















SX 
SHEATHED CABLE 


Here 
are two 
Alphaduct 
products 
that 
are proven 
profit 
builders 
for 
electrical 
contractors 


Specify ALPHADUCT to 
your jobber’s salesman 


ALPHADUCT CO. 
136 Cator Ave. 
Jersey City, N. J. 





ALPHADUCT 
LOOM 
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IF YOU WANT TO GET 
ELECTRICAL CON- 
TRACTING JOBS THESE 
DAYS --- 


YOU MUST BE PREPARED 
TO TACKLE ANY JOB THAT 
COMES ALONG. ANY CON- 
TRACT IS A GOOD CON- 
TRACT NOW. 


The pickings are no longer easy—in fact they are mighty 
poor. Only those contractors who are keeping ahead of the 
parade, who are constantly expanding their knowledge 
about their own business, are the ones who are looking for- 
ward to 1932 with much hope. 

That is why you should READ THIS PAGE CARE- 

FULLY and be honest with yourself in esti- 
mating the value of this Library to you. 








TERRELL CROFT’S 


American Electricians’ Library 
(6 volumes—over 2,000 pages—fully illustrated) 





Six well-bound, handy volumes make up this FREE TERRELL CROFT 
library. They are: 1. Conduit Wiring. 2. Alter- if ¥. a Terrell Gott ty ge = the mill » 4 practical ex- 
nating Current Armature Wiring. 3. Electrical ou Act Now perience. He started at the bottom as an electrical belper 
: . . - d ked hi the ladd f ess until 
Machinery and Control Diagrams. 4. Lighting —_ rages anny A oan oueme @ “4. * consulting cuieeen aes Gab 
Circuits and Switches. 5. Circuit troubles and ee eS known the country over. He writes the kind of books “he 


- : : : Library promptly, we ie ch ful, 
Testing. 6, Electrical Machinery Erection. wil “see you, —" an aE OB, aad ‘<n hee Bee 

ga 4 ree a cer ° cause he has done the work himself that you will gain so 
DIAGRAMS uehn's athematics much from these Croft books. 


for Electricians immedi- 
ately upon receipt of 








There are more than 1,000 clear, easy to fol- your first payment. Ex- FREE EXAMINATION 
low diagrams in these six books. The wiring pg Boe fons Some tell us that we should not send our books out on 
; : . ys; then, if 
instructions are in simple language. you decide to keep it, our 10 Days’ Free Examination Plan—that people will not 
: send in your order and buy books after they have looked Seon } wong But we 
Like other Terrell Croft books—these books only $1.50, and get this — OU + a —— that ‘etow and OF 
are prepared for use by practical electricians helpful time-saver —- a — y pote yt 4S 
prep y p . FREE. it is a beok you do not agree with us. It costs you nothing—not even 
GENERAL that omer, shosteioat postage. 
man shou own and 
=. } have it EASY MONTHLY PAYMENTS 
. © ree. end the c 
They _— we to make oe Red in. You have pont ae At the end of 10 Days, if on decide to keep this Li- 
every type of con uit wiring job—they te Ow thing to gain and not a brary, send us onl iy 5 anf Se en Fd a month until the 
to handle every kind of lighting and switch thing to lose by doing | gy, BR A 1 ae Ban, be Sa, sa 
problem—they give tips on short cuts for sav- — Free Offer in the center of this page. 





ing time on routine jobs—they show the quick- 
est and surest methods of locating and remedying circuit 
troubles. In short, they give you the “how” and the “why” 
of every job you are ever likely to be called upon to tackle. 


REPAIRS 






FREE EXAMINATION COUPON 





‘ 

; McGraw-Hill Book Co., Inc., 380 West 42nd Street, New York 4 

Repair work is often the real test of an electrician’s skill. Gentlemen: Send me for 10 days’ free examination, all charges pre- : 
It is in “trouble Shooting” that he gets a chance to show up . aid, gee AMERICAN ELE PRIClANS pay? My volumes. rn 
as an expert or “just another electrical man.” This Library nd the satisfactor will send ten + ‘ 
tells you just what to do and how to do it whenever a piece : ro —_ = oe penal A ag "te —s ae 
of electrical apparatus goes wrong. d There isn’t a repair & my first payment you agree to send me a free copy of Kuehn’s 4 
problem you can't solve if you have this Library to help you. . Mathematics for Electricians. : 
DB GRR cc avccdivcesccccccsocccveccsccccncceccoepecesccetees e 

REMEMBER eS RTE ERED IRN Pe et : 

' . + 

The man who is getting business and holding his own ' pene Ge Pa stiestt.. 6n00k0secncecenncnect¥stontne secaseel > 
today is the man who knows more about his job than the H PO Ge ck ck vccsicacc cdtsicviecnsewiecesscnscenneees : 
next fellow. Here is your chance. ; ee ETL eS ee pe y Fen E.C. 6-32 8 
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PERMAFLECTOR 
KNOCK-OUT STRIP 


(Patent Pending) 


Saves Time-Labor- 
ita nich Installation Cost 


2. Socket as it appears when in place 


A wiring conduit for the rapid installa- 
tion of any type of commercial reflector. 
Requires but little cutting; no punch- 
ing; no drilling. Hacksaw and screw- 
1. Merely knock out de- 3. Screws for attaching driver only tools required. 


sired opening, insert holder, also lock socket 
socket and turn in place 


Strip consists of two trough members, 
back and face, telescoping, the face con- 


-— taining the knock-outs, spaced 3” on 
ba Sa fg centers, 1 27/32” square. 


= To assemble: Merely knock out the 

tg opening desired, insert knock-out socket 

Knock-out joint—any Knock-out end (also in opening and turn; two screws in 
angle from 65° to 180° joint and coupling) knock-out socket for attaching holder 
firmly fastened by = - . 

aah aidan when tightened lock socket in place. 


Back member being removed, exposing 
al > binding screws of sockets, makes wiring 
— r 


: | easy. 
ey we 


3) Sockets can be inserted in only one way, auto- 
: matically fixing the polarity and lining up the 


Fitter—provides holder Knock-out coupling conductor connections. 


ait Flexible joints, ends, couplings, fixed firmly 
in position by means of set-screws. 


Write today for complete particulars. Learn 
for yourself how it simplifies reflector installa- 
tion problems. 


PITTSBURGH REFLECTOR COMPANY 
Oliver Bidg. Pittsburgh, Pa. 


Knock-out bracket— 
for mounting strip on K k my! f , ' 
transom bar or other ‘ nock-out strap—tor mounting to 


Adjustable ceiling or other horizontal surfaces 


t r , 
vertical surface ceiling bracket 
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GENERAL 














Made by 
GENERAL ELECTRIC | 











AND IS 


EASY 
DURABLE TO BEND 
Protected by both Hot- Made of Flexible 


Gah and Alloy Steel. that 
pig eee gr Bere Bends as You Like It 








Order it from your nearest G-E Merchandise Distributor, or write to Section C-326, 
Merchandise Department, General Electric Company, Bridgeport, Connecticut. 


Tune in! Join the "G-E Circle” every weekday noon, Eastern Daylight 
Saving Time (except Saturday) N. B. C. network of 54 Stations. 


GENERAL ELECTRIC 


MERCHANDISE DEPARTMENT. GENERAL ELECTRIC COMPANY, BRIDGEPORT. CONNECTICUT 





